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GENERAL TSA 


- NOREPLY SENT TO 
ULTIMATUM. — 


ARTILLERY FIRE AGAIN 
BEING EXCHANGED. 


SERIOUS OUTBREAK 
FEARED CERTAIN. 


(FROM OUR OWN CORRESPONDENT). 
Shanghai, Feb. 19, 11.20 a.m. 


NO REPLY HAS BEEN SENT TO THE 


JAPANESE ULTIMATUM. IT IS BE- 
LIEVED THAT THE CHINESE AUTHORI- 


TIES ARE ENGAGED. IN DRAFTING AN) 


ANSWER AND THAT IT WILL CONSIST 
IN A FIRM REFUSAL TO COMPLY. 


Artillery fire was being exchanged all last night, 
though there was less activity this morning. Shells 
have been dropping into Hongkew, especially in the 
vicinity of the Wayside wharves, with a regularity 
which suggests that the Chinese gunners are deliberat- 
ing directing their fire into this part of the Settlement 
with the purpose of interfering with Japanese prepara- 
tions for their offensive campaign. : 

The Junior Golf Club premises were struck by a 
shell and the north wall and roof damaged. The pre- 
mises were later entered by thieves, whisky and beer 
bottles being strewn all over the floor, cigars and 
cigarettes removed. Silver cups and trophies were 
left untouched. ; 


NAVAI. GUNS OPERATING ON LAND. 


The Japanese fave now landed{ and are feverishly continuing the 


} ‘ a 1 
four three-inch naval jane with: 


uw range of ten thousand yards, 
which have been placed inte: pos 
tion in square formation abe 
twunty yards to the north and im. 
mediately behind the inier Golf 
Club premises. 

The guns are being manned and 
operated by Japanese bluejuckets 
nod large quantities of | ammiuni- 
thon arrived ‘nt the acene this 
morning. . 


REFUGEES STOPPED. 


The further evacuation of re- 
fugees from the North Szechuan 
Road and the railway line area 
north of Range Road Bw not been 
permitted to-day by the Jupanese 
forces, which indicates that the 
ronda in the area are required ‘to 
be free for military movements, 

The Japanese are almost taking 
it for granted, following the re- 
jection of their proposals for the 
‘demUltarisation of the Shanghai 
delta -yeaterday, that their ulti- 
matum will not be complied with 


t 
nite. 


preparations for a general otfen-; 


sive. 
‘HONGKEW FIRES. 


Chinese trench mortar shells 
falling in Hongkew to-day set 
several fires going, but the Fire 
Brignde were permitted by — the 
Japanese to proceed to the blazes 
to extinguish them. 

A shell Janded and exploded near 
the Chapoo Road bridge over the 
Soochow Creck this. morning with- 
out doing any-damage, while on 
large number of shells have landed 
on-the other side of the river in 
Pootung. Jt is understood — that 
there were no casualtics. 


CHINESE READINESS. 
The Japanese field-guns— 
shelling deanltorily and the Chinese 
are replying With thelr Stokes 
mortars, Reinforcements are be- 
ing: brought up to the Chinese lines, 
and it is now estimated that at 
lenat 100,000- troops are In the de- 
fence systems opposite — the 
Japanese emplacements. 


SUNDOWN TO-MORROW. 
GEN. TSAI-TING-KAI DECLINES TO 


CONSIDER WITHDRAWAL. 
(SPECIAL TO THE “TELEGRAPH"). | 


Shanghai, Feb, 19, 10.55 dm. 

The outbreak of ‘hostilities. 
on a bigger scale than ever 
before witnessed seems al- 
most inevitable. 

General Uyeda's ultimatum to 
Goneral Tani Ting-kai, the youth- 
ful leader of the XIXth Route 
army, is prominently featured in 
both the Chinese and foreign 
newspapers. 

Teoi Defant. 
~ The China Press quotes Gen- 
oral Tai Ting-kai as having said, 
“on its receipt: 

“] will not bow down to Japan; 

but will continue in the.defence of 
“my country.” ” : 

-.Shanghal now waits anxiously 
for. sundown to-morrow when, If 
the’ ultimatum {3° yejected, ‘the 
Japanese will begin their  pro- 
Jacted’ offensive. ° ; 
‘Tho. Chinese forces 


“1%. 
parently anything but seriously | 2 


ap 


perturbed by the superior equip- 
ment of the Japanese. - : 
The headquarters of the Nine- 
teenth Army. have warned the 
public against -contributing war 
funds to any other but bona fide 
collectors o# Severn) persons aro 
knowh to be’ diverting the dona- 
tions to their own pockets.— 
Reuter - eee 


MORE TROOPS. 


‘Shanghai, Feb. 19. 

Another two thousand Japancae 
soldicrs arrived here yesterday 
afternoon, Innding while the Sino- 
Japanone negotiations wore in pro- 
rresa.lt is generally expected that 
because of the ultimatum, there 
will. be comparative quiet on the 
fronts, though Japaneao acroplancs 
bombed certaln of the Chincso Ilnes 
yosterday,. doling very little dam- 


age. r aa 
All Chinese rosidonta in Shang- 
(Continued on Page 7%) 
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Some of China's best troops are employed in the-S 
- bag barricade orected at an important's’ 
: 


BRITISH HINT TO 
COMBATANTS. 


LOSS OF LIFE & 
PROPERTY. 


' 


RESPONSIBILITY | 
| WARNING. _ 


London, Feb. 1%. 
The acute interest with which 
the House of Commons is watcinny | 
events in the Far Kast was shown 
again to-day when-. the - Foreign 
Secretary, Sir John Simons give, 
members the latest information in 
his possession. | 
After, referring with regret, to’ 
the two Rritish, naval ratings, who 
were killed yesterday by shells; 
which, from their direction, seem-! 
ed almost certain to have been! 
fired by Chinese. guns, Sir John 
Simon said the British Minister: 
had sent a Note ta the Chine. 
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BRITISH ATTITUDE | 


MADE 


| SECRETARY 


CLEAR. | 


| NEED FOR CAUTION. ~ 


London, Feb. 18, 


The. dangerous and delicate situation as a result of the 


Sino-Japanese conflict in and 

the House of Lords to-night. 
' ) Lord Ponsonby, the leader of 
the Labour Peers, expressed the 
Opinion that the true facta were 
‘heinge concenled fram the ‘people 
of Japan, whera the militarists 
were temporarily jn control. 

He lictieved, however, that there 
was ntill a great deal of right fecl- 
ing in Japan, which might be ap- 
pealed to and he hoped that no 
attempt would be made to bargain 
with the Japanese Government on 
the lines of allowing them a free 
hand in Manchuria in return for 
ft relaxation’ of the Japanese 
strangichold in Shanghai. 


BRITISH LEAD URGED. 


He thought that the British 
Government should take the lead 
in Lengue Counci} in rendiness to 
penalise any nation breaking ita 
pledges. : 

Lord Hailsham, replying, said 
the situation in Shanghai was 
causing grave concern to the Go- 
vernment. He emphasieed that 
the authorities of all foreign 
Powers in Shanghai were co-opera- 
ting: very cordinlly, ; 1 

The British Government through- 
out had kept tn the closest touch 
with the United States and Powers 
members of the League of Nations, 
and pointed out thrt it. would not 
be wise or proper for the Govern- 


ot 


around Shanghai was debated, in 


mont .to tike any netion which 
might seem to separate it from the 
other members of the League and 
identify it with the United States 
in any sort of opposition to other 
members of the Leagua . 

The Government had made every 
effort to keep In very friendly 
touch with the United States and 
simultaneously remain constant to 
ita own duty to the League and to 
ensure that the whole Council of 
the League would be the ‘body 
which would co-operate with the 
United States, 


ARTICLE XVI ISSUE. 


Lord Hailsham said that’ Lord 
Ponsunby's suggestion of automa- 


provisiona of Article XVI of the 
League Covenant would be very 
danyerous and Improper because 
it Involved prejudging the fasue,. 
which-the Council.of the 

had .to determine 
was the — blameworthy | 
against which vanctions ought to: 


be_invoked. 

The - netion  sugtrested = by 
Lord Ponsonby would be a de- 
elaration that Britain deemed. 
that Japnn had committed 
anoaet of war against the other 


members of the Lengue. 
IS;WHAT THE WAY? 


“Would that be the way to mit 
‘the area of hostilities 7" he asked. 


tically putting into operation the © 


Lea: 
snamely, which : 
nation . 


are)” 


Minister’ for Forcign’ Affiirs, call 
jing attention to the episode and, 
requesting: that atrict instruction. 

he Issued to the Chinese military’ 
authorities concerned, with a view | 
to preventing any possible recur: ! 
rence of auch incidents, 4 


i 

Both Sides The Same. i 
i 

t 


| He was also reminded that the! 
Hritish Government must,- in this 
unfortunate conflict between China 
and Japan. hold erch side respon- 
| sible for any foss to British life 
tand property that may be caused 
by their respective armed forces. 

Referring to the meeting this 
morning between the Chinese and 
Japanese — military — authorities, 
which be mentioned had been 
largely brought about by Sir. Miles 
Lampson, the British Minister, in 
the hope that a cessation’ of hostili- 
tis might be arranged, Sir John 
Simon suid the House, would re-- 
gret that the latest press messages 


indiented that. an agreement had 
not been secured. 


Withdrawal Suggested. 


Mr. George Lansbury raised the 
possibility of withdrawing all Brit- 
ish residents from Shanghai in the; 


event of a continuation of hostili- | 
ties. ~ : 

Sir John Simon declared that 
the posalbility was being very 
cnrefully considered, but he wns 
unnble to give any further an-' 
awer. The practical dificultics of 
such a step must be examined on 
ne spot.— Reuter and Kritish Wire- 
Cha, | . 


CHINESE CLAIM. 
UPHELD. 


LEAGUE ASSEMBLY - 
“MEETING. 


Goneva, Feb, 18. 
Suriate have. been In conference 
all day to-day, considering ; he 
Japanese juridical objections to 
tho convocation of a special moat- 
ing of. the League Assembly. 
it fs understood that.they have 


Japanese etretcher cases following heavy fighting in the Chapei — 
sector are shown in the top picture. Lower photo shows Japanese 
hastily erecting sandbag barricades to defend a position from which 
they were later forced to withdraw by the overwhelming weight of 

n Chinese attack. 


‘Strange Japanese Comment 
on XIXth Army. 


Surrounded by Nanking Troops 
for Disbandment ! . 


; Geneva, Feb. 18. “The majority of foreigners and 

Mr. W. W. Yon, the chairman of | many ‘Chinese in Shanghai regard 
tho Chinese délegation, -has asked} ns desirable the removal of. the 
Tor a special meeting of the Coun-| Chinese Nineteenth Route Army, 
cil to be held to-morrow, owing | whose attitude “is highly dan- 
to the grave news of the presenta-| gerous for.the Concesaton.” 


tion of the Japanese ultimatum ihe aes 
in Shanghai. The ‘atrtement. adds that the 
Mr. Yon’ will ask the Council to{ Nineteenth Route" Army ‘contains 
endeavour to prevent the cata-] many’ Communist clements and the 
strophe which acems imminent. | Nanking Government which pro- 
A communication fasned this] posed to disband it, “had now 
evening by the Japancso:deloyga-{-placed trcopa around it, isolating 
tion to the Leaguc of Nations} it and watching its movements.”— 
states: , . Reuter. < 
—aoooooooooOouOoEEEoEIoooeeeeeeeeeeee————eEeEEeee——eEEE——E—EE—Ee 


upheld the Icality of the Chinese _US. BANK RATE. 
application. . ; oe? 

The Leaguo Secrotariat aro of 
opinion: that. meeting of the 
Asagmbly ‘coijld be held on March 
1, but If Japan decides to oxercise |. 
hor right, requiring tlme for a 
special delogate to come. from 


Japan, the meoting might be de- 
layed until o fortnight. Jater.— 
Reuter... - a : 


NO CHANGE AS RESULTS 
OF BRITISH MOVE. 


New York, Feb, 18. 
’ Although the British bank -rato 


mains nt 8%: p 


| ELECTROCUTED -IN 


| CHINESE - MERCHANT'S 


—linto the bath and electrified the 


jerve| four por. 
sa 


| Hallahata went on,:the withdrawal 
of all British residents from 
Shanghai would doubtless be con- 
sidered, but ft would be, an excecd- 
Ingly difficult and perhaps a most 
disastrous process, 

fle ytavely doubted whether 
miny British residents of Shang- 
Hl hai were willing to leave and he 
his death carly yesterday morning] had no reason to, believe, at the 
under peculiar — circumatances| present time, thit such a course 
whilst having a bath at his -re-| would be either practical or pru- 
sidence. in Hung Ho Terrace, 12,} dent. : . 
St. Stephen's Lane, 4 He hoped that circumstances 

The decensed, Mr, Leuny Min-| would not render such a desperate 


HIS BATH. 


DEATH. 


A Chinese wine merchant met 


shortly after midnight F y 
using an «electric heating ap-] very anxious to avoid reuching ‘a 


a wooden grating at the end of] slven a fair opportunity of being 


fell] the evidence of both sides. 


witer, ‘NO CONDEMNATION, 


Mr. Leung struggled and shout- Lord Hailahum., stated that, In 
ed, and inmates of the house went} the opinion of the Gavornment, the 
to his assistance. 
suscitate him proved fruftless,; involve any condemnaticn of Japan 
however. 
the water, the deceased kickod the| threat. 
heating apparatus and 
burned his lega. . 


The apparatus, accidentally 


It' was meray 9 friendly 


sanctity of the Covenant. 


The British Government, ‘sid 


the Government: spokesman, would 
not relax its endeavours to’ 
poacenble solution of the problem. 
Ho doprecated any expression of 
opinion. regarding the. respon- 


BRITISH STOCKS 
STIMULATED. - 


PLEASANT BANK RATE 
SURPRISE. — 


hy ee London, Feb, 18. 
The reduction of the bank rate 
to-day ‘from: six to five per cent. 
had a stimulating effect in the City 
and on the Stock Exchange. 


It was the first reduction since | regretted and . thore:. seemed, a 


{the Council or the Assembly of 
the League. ; 


" The -roported failure. of the 
mecting to-day betwoen the Japan- 


months ago. ; 
The change came ns a plensant 
. We are a 
nthe: iba 


Tho outstanding feature at the | tons 
close was the substantial gains re- 


War Loan Fives, ‘a rise of three 
to funding ;:'loan:].tion’ arid’ 
Sur perce 156) t0.88%%7'| and “propel 


rise 


hin, aged 57, was having a bath| course necessary ond emphasised ' 
and waa} that the British Government waa © 


paratus which he had placed on| decision until both sides hind been - 


the bith to keep the room warm. | heard, and until they had examined 


Efforts to re-| League's appeal to Japan did not: * 
During the struggle inj or anything in the nature of -a-. 


severely} appeal to Japan-to do her-utmost~ °°. 
to nsalst to preserve pinta and the =. 


a. 


sibility for the asftuotion’ until a .. 
full opportunity had beon given to 


BRITISH OUTLOOK... 


eee and Chinese was to be grbatly - 


FOR WAR OUTLINES 


s 


~-— If —-the -neceasity--arose,--Lord -—-- 


S| PRE-JUDGMENT. DANGER. : ’ 
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. HONGKONG 
PENINSULA HOTEL: . 
HOTEL: REPULSE BAX; HOTEL: 


SDNGEONG 
PEAK HOTEL j 5 


‘ and : 
' SHANGHAI 
ASTOR HOUSE: PALACE HOTEL: 
HOTELS 


LIMITED. 


In acsotiation with tho Grand Mote) 
Dos Wagons Lites, Poking. 


PALACE HOTEL. 
A First ‘Class, Beaidoatial ry Toate otal Under Eotinty 


Harepeas Management High Olass Wines & 
Beer On Draught. Four Full Sizod Billiard Tabios Billiards, Snooker, 
ot Skittles, 


. food | 5 
MBB, J. H. OXBERRY, 
’ Proprietress. 


Penang — 
The Scenic Gem of Malaya 


Modern 
throughout and 
beautifully 
Situated 


A 
first clasa 
Hotel 


Runnymede BHotel — 


Malaya‘s Promior Hotel 
Food and Wines especially good 


AITIR-DINNER DANOE 
Every Wednesday & Saturday.— Orchestra Datly 


CABLES "RUNNYMEDE" 
RUNNYMEDE HOTEL, LTD. Goorge Goldsack, Managor . 


THE EUROPE HOTEL 
SINGAPORE. 


““RENOWNED, BY RECOMMENDATION’ 
DANCING :— After Dinner every FUESDAY, THURS- 
: DAY and SATURDAY. 
MUSIC:-— On the VERANDAH :— 
Mondays to Fridays—7.46 p.m. to 8.90 p.m. 


Saturday— 12.50 p.m. to 1.30 pm. and 
8.00 p.m, to 8.30 p.m. 


THE EUROPE ORCHESTRA PLAYS DURING TIFFIN 
' : AND DINNER EVERY DAY.- © 


GRILL, 
THE EUROPE HOTEL Ltd. 


Telophone 5341 (8ines) Arthur E, Odell 
Cablos “EUROPE” Singapere, Managing Director. 


WORKMEN’S © 
- COMPENSATION 
—. INSURANCE 


COVERING ACCIDENTAL INJURY 
‘TO EMPLOYEES. 


For full particulars apply to:— ; 


CHINA UNDERWRITERS, LIMITE 


Phone: 28121. Hong Kong Bank Building. 


Less of weight” 


vfte. !eads to 
eatrom:. werkness, . 
ever -cocumptior. 
sce its  Emul- 
sor tinhds the body, 
suitche: the bod, 
aids digestion - and 
‘cada to incteases 
neight and bette 
‘enlth. Ask for 
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UNION CHURCH | 
‘MEETING. 


RETURN TO NORMAL 
CONDITION. 


YEAR'S ACTIVITIES. 


Tho annual general mecting of 
seatholders of the Union Church, 
‘Kennedy Road, took place Inst 
evening in the Church Hall. 

The proceedings began with a 


‘Egocial, at which songs were rei- 


dered by Mr. E. Keown and re- 
citations, were given by Mr. C. ©. 
Tickling. After an excollent aup-’ 
per provided by the Ladies Com- 
mittec, the annual meeting’ war 
hold. : : 

Mr. A. T. Hamilton, Chairman 
of the Committee of: Management, 
was lected to. the chair. In 
moving the adoption of the repo-t 
and accounta, the ‘Chairman co.- 
gratulated the Church on the 
ministry of the Rov.’ E. G. Powell 
nnd on {ts sound position in spite 
of a deficit in the nceounts. This 
wns ‘duc to the exceptionally heavy 
repairs to buildings, whfch had to 
be carried out in the past year 
but which were not likely to re- 
cur for many years to come. . 

Mr. P: D. Wilson aeconded the 
ndoption of the report .and ac- 
counts, and this was unanimously 
carried. 

New Officers. 


The following offlecrs were 
elected for the ensuing year: 

Joint Hon. Treasurcra:—Mr. N. 
M. Currie and Mr. S. 8. Cook. 

Hon. Soerctary._-Mr. E. Hims- 
worth, 

Committee of Management.— 
Mesdames J. Mitchell, C. Pryce 
and A, T. Hamilton, Dr. E. W. 
Kirk, Rev. I. G. Powell, 


son, A. Stevenson, 8, V. Boxer, 
Nicholls, W. Elliot. 

Ladiex’ Committee.—-Meadames 
Mitchell, Pryce, Thompson, P. D. 
Wilson, Goodall, Nicholls, BE. L. 
Phillips, Boxer, Nicks, Hickling, 
Robertson, A. R. H. Phillips, 
Hamilton, and. Wilson, . 

The meeting approved of a pro- 
posal that the work of the New 
Territorica Evangelisation Society 
be tranaferred to the Sixth Die. 
trict of the Canton Synod of the 
Church of Christ in China, It be- 
ing underatood that the Union 
Churches of Hongkong and Kow- 
loon will form Auxiliary Societics 
for the support of the work and 
will be represented on the Con:- 
mittee organizing the work. 

The Report, presented by Mr. E. 
Mlmaworth, Hon. Seeretary on be-, 
half of the Committee of Manage- 
ment, states: 


Annual Report. 


The Committee of Management 
has much pleasure in presenting 
to the Seatholders the report and 
balance shect for the work of 
1931. : 

The year 1031 has scen a return: 
to normal and stendy progress in 
the life of the Church, It ia dim- 
cult to estimate the spiritual re- 
sulta of the work of any church 
but we are pleased to record well 
sustained and increasing Con- 
gregations ‘throughout the year, 
and this interest in the public 
worship. augurs well for the 
future prosperity of the Church. 
It is very gratifying to be able to 
congratulate the Rev, E. G. 
Powell; on the success of this firat 
full year of hfs ministry; 9 result 
that hos only been achieved by a 
devoted and tireless service on his 
part and the tactful facing of the 
many problems which are the 
inevitable lot of a minister. 


Finance, 


A pleasing feature of this. year’s 
working account is an_ increase 
shown in the Sunday Collections 
of $1,166.64. This, however, is 
offact by a serious deficit in tho 
amount of subscriptions, and it is 
hoped that this lost ground will be 
regained during the coming year. 
In preparing 2 budget for the year 
a reasonable amount fs sct aside 
for repairs and renewals, but two 


SALESMAN SAM 


WELL, YER Back ON THE OL’ 
YoB,sam-=GerT Busy! ‘vou 
SEEM. KNOW A LOT ABOUT 
sPorTSs SO ('A PUTTIN’ YA 
IN CHARGE OF 
SPORTIN' GOODS DEPT: 


big {tems undor this head have 
resulted in much heavier expendi- 
ture during 1931 than was_ antl- 
cipated. - Rotrussing tho Church 
Hall roof.and the rebullding of tho 
ontire-Invatory accommodation ab- 
sorbed $2,725.67. These havo con- 
tifbuted to an adverso balance for 
the. year, amounting to $2,141.99, 
but your committes belleves that 
such extraordinary oxpondituro’ Is 
unlikely to recur during the forth- 
coming year. The Church has na- 
turally suffered from the trade de- 
pression experlonced during the 
yoar but your committee is con- 
fident that‘the Congregation will 
not allow the Church to become 
financlally embarrassed. 


The Services. 


‘Vhen the floct was in port a 
naval parade was hold on Sunday 
at 10.16 ‘am. Throughout tho 
year detachments from the South 
Wales Borderers have regularly 
attonded the ordinary morning 
services. Sergiée mien were well 
represented.- at the evening sor 
vices and at the Social hour which 
followed. Wo are indebted to tho 
Ladies’ Commiittes for the work 
undertaken {fy supplying refrosh- 
ments on thesé occasions and to 
Dr. Ride whe made possible tho 
broadcasting of the community 
singing. 


Young Peoples’ Society. 


A sortes of-bathing and tennis 
parties were held during the sum- 
mer months, all of which wero 
well attended and furnished enjoy- 
nble afternoons. In the course of 
the year a new feature was estab- 
Hshed in “Young Peoples’ Sunday” 
-—tho torning service of tho 
fourth, Sunday in each month 
being devoted to the Interests of 
young people. However, thero 
still exists a real need for more 
cohesion among the young people 
of the church nnd for an effort to 
fill the gap which cxists in tho 
religious lives of so many after tho 
conclusion of their Sunday School 
days, 

The Cholr. 


Throughout the year, the Choir 
has done good work In the morn- 
Ing and evening rervices. Our 
thanks are due to Mr. and Mra, 
Phillips for entertaining the Choir 
at a most enjoyable social evening 
tawarda the end of the summer 
which brought members together 
and made a etarting point for re- 
newed activities in the winter. 
Theso efforts culminated in the 
Choir Festival on the Inst Sunday 
in the year when a special musical 
service was held and . selections 
from tho “Messiah” were rendor- 
ed. The success’ of this Choral 
Service was provad by the ¢xcep- 
tionally large-.and appreciative 
congregation and the enthusiasm 
with which outside holpers came 
to our asristanee. We. hope some- 
thing similar can be arranged 
every yenr. The Committee is 
greatly indebted to our Organist 
and Choir-Master, Mr. Longyear, 
for his faithful and successful 
services. : 


The N.T. Evangelisation Soclety. 


It is unfortunate that the ac- 
counts of the New Territories 
Evangelisntion Society showed a 
deficit for the year. It Is with 
the hope of interesting a larger 
number of people in and extending 
the work on the New Territories 
that a proposal will be made at the 
annuat gencral meeting for the 
transfer of control of the Society 
to the Sixth District of the Church 
of Christ in China, It is further 
propored that an’ auxiliary mis- 
sionary society shall be formed by 
this church whoso primary object 
will be to assist the New. control- 
ling body in maintaining the work 
on the New Territories. The re- 
sults of the Society’s work during 
the year have been extremely 
ratifying, a great deal of interest 
centring round the erection of a 
new chapel at Castle Peak. Theres 
have been constant appeals from 
districts where’ the organisation 
has not yet reached and wo should 
be falling in our duty if we denled 
the Christian messnge to thore 
who desire to receive it. 


The Sunday Schools. 


Kennedy Road: An encouraging 
fenturo of Church life in 1931 was 
tho increased activity shown in 
tho Sunday Schools. Joint. ser- 
vices were held In the Church on 
Sunday School Anniversary Sunday 
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“Mother—~ 


you simply 


must 


- get him a pen! 
Sinca'he started to school 
mine to riever about 


Quirk re. 
si, 27, f ‘be 
fonotl 


To PARKER PEN OWNERS. * 


Try ao ink as good as 
the Duofold Pen 


For businsas, Parker's: 
PERMANENT QUINK— 
Pere rod aedvintat unc 

. 
as bus black umd Dick. 
“HEAVEN.SENT INKI” 
da the name methar gives te 
Parker's WASHABLE QUINK 


because washing remevos it 
completely from olothes, — 


K 16-31 


While Torker Duofold, owners do not. 
ehare the general aversion to Tonding’ (be-° 
cauro no band distorts this miracle point), 
yet to doprive them of their pet pens 
carrying o good thing too far, : 

. Bat if parents don't supply enow 
to go nround, how can a Tellow Hace Phe 


‘thre R's, eepecially 
"riting ond 'rithmetle 


when two of them— 
—depend on having » 


good pen and pencil! : 
With echoo!l days here again, let’a kaso. 


ble at the nearest Parker 


en counter, 


Let's note especially that Parkee Duofold 
Pons havo 22% to 60% moro ink capaci 
than othermakea,’ Nono of these has P. 


et's Persaurclena writing 


point, Invisible 


Filler ond stroamlined. stylo—“Amerioate 
Bhapelicnt"—with Patented Clip that lote. 
tho Pon or Pencil ret low and unoxpe 

in the pocket, or,without bulge in handbag, 


Como on, School Days—Duofold’s ; 
to pol Get a Parker Duofold Pon ax 


Veneil Set, 6o you'll Lo ready, too. 
Sole Wholesale Agents: — : 


Dodge & Seymour (China) Ltd. 


SHANGHAI 


Hongkong—Tientsi—Hasbia = 


(Qa peer re nr 


— 


and on Christmas gift Sunday. The 
number ‘of Scholara at Kennedy 
Road {s now 60 under the supervi- 
sion of seven teachers and a hard 
working superintendent Mr. Nicks. 
The children had a moat enjoyable 
afternoon picnic at Repulse Bay in 
October. During the year tho 
Scholara contributed $150 to the 
Now |Territorles Evangellaation 
Society. 
Quarry Bay. 


The Sunday: School at Quarry 
Bay meets at three o'clock on Sun- 
day afternoons in Taikco Club Hall. 
The attendance has been well 
maintained during 1931 and thero 
nre about 40 names on the roll, 
The children’s weckly offerings 
provide education for ome pupil in 
the Ying Wah Girls’ School, The 
school is fortunate in having an 
enthuslastic band of teachers who 
do much good work among the 
scholara, nis 

The Committee desires .to ox- 
press {ta deep appreciation of the 
work done by those who have 
helped in the Sunday Schools dur- 
ing the year, 


Kowloon Union Church. 


‘The Committee desires to con- 
gratulate the Kowloon Union 
Church on the completion of the 
new church and manee, also upon 
the new constitution which the; 
have adopted. We rejoice wit 
them in the settlement of the Rev. 
Dr. Allen, as successor to the Rov. 
Hornce Johnston. The enthusiasm 
displayed during the yoar and tho 
largo gathering to welcome the 
minister promisa- well for the 
future. : 


One Never Can Tell! 


Great! le BE RicuT\ (REMEMBER, NOW, BUSINESS )cHEER UP! 

eT HOME HERE! WONNE 

(& { STILL KNOW How || ‘Ye LET AND I'M DEPENDIN') THING IS BOUND To 
"To DRoPKICK! : ' 


HAS GEEN ROTTEN 


‘ON YOU ‘TO SNAP 
AT upl 


SINCE. 


SPORTING- 
< | GOODS & Gans 


Ladies’ Committee and Guild, 


The report of the Ladies Com- 
mittes and Guild states:—At the 
first mecting the title of tho Com- 
mitteo was changed to the Ladies 
Committee and -Gulld and later in 
tho year the membors of the work 


party sub-committes of the Wo- 


men’s Guild wero co-opted. ; 


‘Two Jumble sales wero hold one 
in May the other in November, and 
proved very successful. As a re- 
sult of the firat the sum of $400 


Now Territorfos Evangelisation 
Society. The second sale was in 
aid of home charities, but [t was 
decided to defer remittance mean- 
while, on account of the low rate 
of the dollar. 


A bridge and mah-jong drive 
was held in October and proved a. 
frreat success in every ‘way. 
feature of the mecting was splen- 
did display of work domonstrating 
the activities of the working party 
of the Guild. A social gathering 
for service men was held in March 
and was well attended. . 

Some of.the .members. of th 
committee arranged afternoon 
parties at their own homes, a8 a 
result of which tho social onter- 


ly, 

Other activities included the 

provision of flowors and other de- 

corations for the church, and the 

undertaking of tca arrangoments 

for. the Sunday evening soclal 
our. 


‘OU btaln quick relief from the pains aad. 
‘Y dhcamtore of tadiee 


: with me 
on THE JoBR somEe- 


of indigestion if you neutrallee the 
acid which in ninc cascs out of tea is 


SU 


RATEn 
Bl iaanesiacO 


tainment: fund: benefited -consider- —---- 
was given to the Hongkong and] ab : eS 


HARDY 


‘THE HON 


LONDON -WOMEN A 


ft was a cold winter day, and that water was icy. Dut these 


women runners didn’t mind, ae 


their emiles a t, when they 


had to ford @ stream during a cross-country race at Morden, in 


the environs 


NEW LEVEE eA ype ON THE TALLAHATCHIE RIVE R flooded 50,000 acres and marnooned 7500 persons 
emphie, 
photo hore showa @ atrect in Sharkey, 


sippi delta area below 


REE KINDS 
LOVE - 


NeGIN HARE TO-DAY. 

Anne, Cecily and Mary-Prancee Fenwick 
ve with their grandparents, once wealthy, 
now av Impoveriabed that Anne and Ceclly'n 
earnings support the household. The nisters 
have been orphaned since ehildhood.. Tho 
wrandparenta aco .knowt  reapectively aa 
“Rosalie” end “Grand” and they insist on 
keeping up pretences of thi 
Anne, 28, and Cecily, 
work and Mary-Franctes, if, 


ool 
When the atory opens Ani 


nv Kas been ene 
caged to Philip Eerovd, young lawyer, fat 
4 


+, dg ht yoan. 


Ceclly brings Barry MeKeel home Wo dine 
ner. Wt ta evitent that she fa falling in love 
with bim, tMary-Frances has a telephone call 
from her friend, Ermintrude, who le carelted 


“about the arrival of am actor known a9 Barl 


De Armount. The two girly make plana to 
meet him. Phil comes to are Anne, 
date and rather frrituble, When he 

he neglecta to kiss Anne, 

Neal afternoon Mary-Frances and Ermine 
wade go down town hoping ta meet De 
“Armounh, < 


CHAPTER IX 


Ermintrude, plumper and less 
favoured with positive preottiness 
than was Mary-Frances, and 
hence her satellite, received the 
accusation at lcast fndifferently. 
Since nine o’clock the proviour 
evening, omitting .only the few 
grudged hours given to sleep to- 
wards dawn, and the stupid inter. 
val spont in the high-school class- 
rooms, Mary-Francea had talked 
unceasingly of hor approaching 
romance. That she herself was 
slightly borod with the affair 
Ermintrude would not have admit- 
ted. That she was fcarful of pro- 
coeding further into {t Ermintrude 
had been admitting repeatedly 
and more and more urgently for 
18 hours, 

“Yes,” sald Mary-Frances, “that 
is the trouble with you, Ermin- 
trude.” i : 

“What is?” asked Ermintrude. 

"That you're Iike my _ sisters, 
- Ann and Cecily, ‘I told you. Thoy 
think any old thing like their 
_Jobs, or keoping that old house 
-of oura for Grand and Rosalic, or 
my education, oven, Is more. im- 
portant than love.” | : : 

“Everybody says,’ contributed 
Ermintrudo, “that your sisters are 
awfully good girls.” . 

“Well,” said Mary-Frances, aa 
if tho discussion had been ono of 
raclal charactoristics and Ermin- 
trude had remarked that Ann 
and Cecily wore white, “of course 
thoy’re good. Why shouldn't thoy 


be good? 
‘ said Ermintrude, “t 


of London. 


Flood conditions were describ 


ee 


by KAY 
CLEAVER 
STRAHAN 


ar COM OY COUALLAY, DOAN a8 OP 


of advancing in order had: ever 
been, for Mary-Frances, a trying 
tendency. At the moment, it was 
more exasperating than usual, 
because Ermintrude knew, sinee 
rhe had been thoroughly informed, 


.jthat Mary-Frances’s whole life's 


happiness depended upon success- 


Hailed In Paris with all the 
pomp accorded to the rulers o 
the greatest-natlons; the Crown 
Prince of Abyssinia is shown 
here as he signed the 
Golden Book at. the Are de. 
Triomphe in the French capital. 


od as the worst in history in the entire Tallahatchis basin. 
just after a break in th o levee had sent the swirling food waters into the littl town. 


fully carrying through this coming |. 


venture. “Ermintrude Hill,” said 
Mary-Frances, sometimes yon 
make me juat sick and disgusted.” 
““Dast night,” Mary-Frances 
conceded, “you, were all right. 
You understood about ideals, and 
the importunce of love and every- 
thing. I don’t know what's sot 
into you today. I guess you juat 
don’t care nbout my_ life’s hap- 
piness being fulfilled nor any- 
thing.” 

“Ido too,” sald Ermintrude. 
“But just the same [ don’t’ think 
you should go and pick up strange 
men on the street.” 

ef . 

“That's nice, isn't it?” . reprov- 
ed Mary-Frances bitterly. “And 
it was you your own: aolf, over 
the phone last night, that said 
all about soul crying to soul and 
everything.” 

“Well,” Ermintude —gloomily 
admitted, “maybe I did. But just 
the same, if Mother and Daddy 
should find out that I picked up o 
strange man on the astroct they'd 
kill me. They'd just naturally 
kill me—that's all.” 3 

“I suppose,” said Mary-Frances, 
spuriously matching Ermintrude’s 
gloom,. “that you expect to get a 
long ways with your-stage career, 
and receive ovations and overy-. 
thing, without a bit of bravery, 
Not even n teeny bit of bravery.” 

‘“Today, during algebra,” said 
Ermintrude, “I kind of got to 
thinking about Petor, and I just 
almost decided to givo up the rtaga 
for.a carcor,” 3 

If Ermintrudo, with the thin 
wedgo, had hoped to open a dis- 
cussion of hor own affairs, hor 
hopes were unavailing. Rosy- 


moade, by this time, had beon left! 


behind, and the girls were com- 
ing down a small hill covared wth 
tho lush, heady greens of Oregon's 
uncultivated shrubbery. At th 
foot of the hill a service station 
sprouted, shining red and white 
in the sun. ' Mary-Frances clut- 
jchod Ermintrude’s arm, : “There?” 
sho said, . “Tl stop -in' there and 

up, ‘hayo a ladies’ rest 
room. ' It*will be bétter thiti go- 


THLETES: TW 


. 


Prince Michael of Rumania aged nine, in bis latest posed portrait. 


la the Mites 
phe Mites = 


No one could say that Miss 
Adrienne Dore badn’t “a leg to 
stand on” when she applied for 
a job In the talkios. Alrenad: 
the former “Mise America, 
beauty contest winner, is a fen: 

tured film player. 


REFUGEES FROM ELOODED MISSISSIPPI towns in the Tallahatchie river basin are shown 


crowding into Webb, Miss, in boats. Streets In Webb Itself were covered with 


water, but in the 


lowlands residents were forced to housetops when water rose in some instances to a depth of 10 


planned.” 


“T don’t hardly think thoy’ll let 
you,” Ermintrude - objected. 
“Without a car or anything.” 

“They'd just better try to stop 
0,” threatened Mary-Frances. 
Sho was a fomalo thing, questing 
for love. and beauty.’ Her tiny 
nostrils dilated allghtly. : 


The attendant at the service sta- 
tion, pleasantly named Albort Jol- 
ly and as British as “Zed," had 
noticed two girls, whom he might 
have described as sweetly come- 
ly, approach and cross his gravol- 
ed corner, He had noticed them, 
and busy with his pumps and his 
ofl cans, he had promptly forgot- 
ton thom. He was vaguely start- 
led, 15 minutes Jater, when he saw 
the two young persons again in 
his gravelled corner. 

Ibert was at an age when all 
youth looked much and beautifully 
alike to him. Still, hd had rotain- 


ejed on impression that the blue 


Nttle lady was a bit more. agree- 
ablo to tho eye than was the stoc- 
klor brown Httle Indy. He looked 
again at the bluo Httle Iady, and 
hig cyes opencd. wide, and: his: jaw 
wont down a triflo, and murmuring 
and diatinctly! troubled -he return- 


ing on down to Palmer's, like we'd 


ed-to his pumps and ‘oll cans,. 


fo et. 


Mary-Frances had resolved that, 
for once !n her life; sho was going 
te look decent., The lipstick, 
which had done double duty for 
checks and lips, had been purloin- 
ed from Cecily, as had the clown- 
white powder, undimmed. by tho 
tan and the pink powders with 
which Caclly carefully blended it. 
The. cork for the cyelashes and 
egebrows been .burned in 
Ermintrudo’s bedroom. the night 
before; the bluing for the eyelids 
had been removed from the large 
bottle in the Hills’ kitchen to a 
small vial that morning. : 

Thore could bo no doubt as to 
the altered appearance of Mary- 
Francos. Ermintrudo,_ looking 
again at hor friend os they left 
the gravel and gained the side- 
walk, declared, “You're a porfect- 
ly ravishing beauty, Mary-Frances 
darling. And, my, but you look 
old! Honest, no fooling, you look 
almoat—jaded.” Which was de- 
livered as I eet and which 
wos so received, 2 7. 
“The girls went on,. past-~Rosy- 
moade’s. Developaieet and. Realty! 
Company. down Tanner street, past 
Tke ‘Crombloy’s. New and: Second- 
Hand Forniture Coumany, past the 
Sans: Souci Apartments, past the 

Ign, wick 


avenue; and if the old. strect, 
dappled with sunshine through: its 
spreading locust trees, attempted 
onticomonts or invocations 

(Continued on Page 12.) 
—————— EEE 


COMING SHORTLY 
TO THE KING'S 


_ SYLVIA SIDNEY 


they. 


WHIT 


“Those who are particular - 
about their appearance : 


choose a 


ee 


“Hat which imparts that 
eharacter of distinction to the 
well dressed man. 


"a 


+ MBNS WEAR SPECIALISTS 


RACE WEEK SPECIALS. 


ForjHongkong’s Yearly Event. - 


Priced from 
$16.50 


Less 10% 


Cath Discount. 


A® Dainty Range 
i _— 
STRAW HATS 
In’Charming Ga 
Styles. - \ i 
i-— 


NEW eis IN A gee 
COLOURED and WHITE FELTS 


From LONDON, NEW YORK and PARIS. 


— 


WHICE WOOLLEN COATS and PULLOVERS: 
_ Also Showing Now At— ; ae 


ELITE STYLES 
Queen's me css ar 


Tel, 22482. 


EAWAYS 
MEN'S FELT HATS — 
: ———, FOR 
“THE RACES. 

_ NEW STOOKS 
: {POPULAR MAKES es 
Snap or Curl Britis in 


newest shades of. Greys, 
- Browns, Ete... 


$10.50. 
Ph Lote os 


oe 


ug 
ae 
WANTS. 
26 Womy .. 6. ee ee $1.60 
(32.00 Tf Not Pre paid.) 
‘The following replles linve been 


- ‘geeeived :— 
919. 


spe 


SS 
SITUATIONS 


WANTED.—Two ‘qualified resident 
English: MISTRESS&S for upper and 
Jower Schoul work. Apply at | once 
to the Hendmintrean, Diocesan Girls’ 
School, Jordan Rond,- Kowloon. 


INDIAN EATING HOUSE—No_ 14, 
Morrlaon Hit Rond, near tho Rnze 
Course, Tel. 28229. The only place 
where you'can get we mont delicious 
Indian Chicken Curry and Rlee. 
Clean and Attractive. Onco, teled, 
you will always patroniac. Charges 


NEW ADVERTISEMENTS. 


RACE HOLIDAYS. 


The Exchange Banks will open 
nt 9.30-a.m. and will close at 12 
Noon, for the transnction of public 
busincas on Monday, ‘Tuesday and 
Wednesdny, the 22nd, 23rd ound 
aith, February, (Race 2lecting). 

Hongkong, 18th, February, 1932. 


——_——— em 


NOTICE, 
"RACE MEETING, 


On Monday, Tucsday and Wed- 
nesday, the 22nd, 23rd and 241th 
February, 1932, all Departments 
will be closed at 1 pam. ...--ee 


On these days, 


The Hongkong Dispensary. Dispen- 
sing Department, will be opened 
for the purpose of dispensing, pre- 
scriptions from 6 p.m, to 7.30 p.m. 


A. 9. WATSON & CO., LTD. 
Hongkong, 19th February, 1982. 


es 


LOST 
LOST.—On 16th near Memorial 
Honpltal, Penk, Blnck puppy dog, 
A months old, (Spnniel/Terrier) bad 
Collar and Licence No. 14u3, Very 
friendly anawers to “Jnke” or any 
name, binder please inform A 
Murdoch, 192 Peak, Te 206) 


MISCELLANEOUS 


“MISS VIOLI'E CAPELL regrets 
having ta and) further 
naties, her reacin ption of divnediny 


come, 


classes. 


WANTED. By Boropean couple Kowe 
foon or Hongkong: one or twa reome 
furnished oor party furnished, one 
board, Write stating price and 
locality to Box 927, “Hongkong: ‘Cele. 
ygraph.” 

WANTED. European Violonist 
Private Dance Orchestra (one 
twiee nm week) after OMice hou 
amall Dance Orchestra, Write 
No. 24, “Hangkong Telegraph. 


for 


WANTED, -English MC. for Hur 

gpenn Dance Clie (after Office 

hourn), Write Box No. Wh, “Hone 
slogeraph.” 

LD TO BUY, -Bieyele, gents 

i ust be moderate. 

Write Box 

Meygruph,” 


ron SAL 
baker Roadate 

dition $675. 
«$1,100, Singer ‘Touring, 4 
$726..--MOTOR CYCLE AN with 
Lingle eytinder ind overhend valves 
Rudge $176, Rudge Witworth $260, 
Very powerfal; $425, ull 
reoon request. Apply Box 

“Hongkong ‘Telegeaph.” - 


“ARS Stude- 
ne in good con- 
Bargain 
neALeT 


BOR SALE, - White Leghorn Cackere! 
and 2 hens nlsa hatching eee 
‘Apply Pos io. Gi eHangkany Tele 


TO BE SOLD 


55 THE PEAK, lately occupied by 
Dr. Haraton and adinining the Peak 
Hospital, Unfurnished. Convenient, 
comfortable and cool, Six rooms and 
Dressing room. Four bathrooms, 
hot and cold water, Modern sanita- 
tion. Gna and Electric Light. Use 
of Tennin Court. Suitable for a Moss 
-of five, or could bo ennily divided to, 
rult two couples, Close to Tram 
Station and Motor Rond, 
‘Apply: ' 
TI HONGKONG REALTY AND 
TRUST COMPANY, LIMITED. 
Exchange Building. 


a 
TO LET—fully furnished house—in- 
cluding Hnen and cullery—on Penk. 
Four bed-rooms with bath rooms nt- 
tached, dining room, large drawing 
room wand large verandah. = Modern 
Sanitation throughout. Firat class 
grrana tennis court, For nino thonths 
from Ist Mnreh, Rent very mo: 
dernte, apply Box No. 921, “Hongkorg 
Telegrap! 


i) Lae 


APARTMENTS 


‘AIRLIE HOTEL.—23-26, 
Road, Kowloon. Under European 
Management. Execilent | Cuisine, 
Modorn Apartments. Terma Modorate. 
Throo minutes from ferry. Tol. 57957. 
SS 


‘MRS. -MOTONO. 
. Massage.’ 
Hand and Electric 
Rih Wyndham Streét. 


METALS 


of all Rinds ‘especially for 
whip-bullding and ongincering 
work, Complote stock. Beat 
_ Terms, Immediate delivery, - 


| SENGON & CO 


_ ESTABLISHED AD, 1880, 
". Pelephone: 20515. 


“Nathan 


TUNITY COLLEGH OF MUSIC 
AONDON 
LOCAL, EXAMINATIONS. 


The Jaat day of entry: tor forth 
comings examination in 


Theory and Practical 


will be 270 February, 1932 entry 
forms may be obtained from the 
Local Secretary. 


Wm, ANDERSON, 


boo Anderson Muasle Co, Ltd 
tee House Street, Tel, 21522, 


HUMPHREYS ESTATE & 
FINANCE CO, LTD. 


i \ 

NOTICE is hereby given that 
the Annual Ordinary General 
Meeting of Sharcholders will be 
held oat the Hongkong Hotel, 
Hongkong, on Monday, the 20th 
February, ae, at 11.30 am. for 
the purpose of receiving the 
Report of the Directors together 
with a Statement of Accounts for 
the your ended 31st December, 
WOT, 

The Transfer Books ef the Com- 
pay with be CLOSED from Thurs- 
day, tkth February, to Mondny, 
29th February, both days inclusive. 


JOHN D. HUMPHREYS & SON, 
General Managers, 


Hongkong, 10th February, 1932. 


HONGKONG & SHANGHAI 

RANKING CORPORATION. 

Notice ia hereby given that the 
Ordinary Yearly Meeting of thr 
Shareholders in this Corporation 
will be held at the Hend office of 
the Corporation, No. 1 Queen's 
Road Central, Hongkong, on 
Saturday, the 27th February, 1932, 
at-IL30 a.m. for the purpose of 
reeciving the Report of the Board 
of Directors together with a 
Statement of Accounts for the 
yeur ending Slat December, 1931. 

The Reglater of Sharea of the 
Corporation will be closed from 
Mondny, the 15th February, to 
Saturday, the 27th February, 1992 
(both daya inclusive), during 
which period no transfer of 
ahares ean be registered. 


By order of the Board of Directors. 


V. M. GRAYBURN, 
Chief Manager. 
Hongkong, Sth February, 1952 


me ; 
* Wane. neen You 
“CUTTING DOWn 


fol Bal) 
fan" 
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| partiCULARS & CONDITIONS 


of tho Snle by Public Auction to 
be held on Monday, the 22nd day 
of February, 1932, at 3 p.m., at 
“the Oflces of the Public: Works 
Department, by Order of Hin 
Excellency the Governor, of one 
Lot of Crown Land near Wong 
Nel Chung Gap, in the Colony of 
Hong Kong, for a term of 7% 
years, with the option of 
renownl nt a Crown Rent to be 
fixed by the Surveyor of His 
Majesty the King, for one 
further term of 75 years. 


PARTICULARS OF THE LOT. 


Houpdery 
Mesauremente. 


atente it 


pare feet. 
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feet fees feet feat 


Ree 


‘Ae per ale plan. 


Barat Baildicg 
Lay No 333 
Near Rural Buildig 
Nat No, 332, Repslse 
Bay Road. 
About 12,00) 
2138 
32465 


JHE NONG KONG JOCKRY CLUB. 


ANNUAL RACE MEETING, 1932, 
20th, 22nd, 23rd, 24th and 27th 
Februsry, 1932. ' 

On Saturday 20th, Monday = 22nd 
Tuesday 23rd, and Wednesday 24th 
February, the first bell will be 
run at 1) naam, and the first race 
will be ran at U0 am, On Saturday 
the 27th February, the first bell wil 
be rang at dpm, and the firat race 
will be run at 1.90 pom, 

The tifin Interval will be taken after 
the fifth race on the first four days. 

MEMBERS’ RANGES. AND 
ENCLOSURE. : 

Members are reminded that they 
and their Indies smut wear their 
badges prominently displayed. 

No one without a badge will be nd. 
mitted tu the Members’ ‘Enclosure, 

Badges udmitting non-members to 
the Members’ Enclosure and Club 
Rooms at $10.00 per day including 
tax---or $10.00 including tnx for thr 
Meeting (Indies $6.00 -and $20.00 
respectively), are obtainable through 


the Secretary upon Introduction by a: 


Momber, such Membor to be respion- 
sible for afl chits, ete, 2 

Badges admitting to “Members' 
Enclosure will NOT be on sale at the 
Race Course. * 

A limited number of Tiffin will be 
obtainable each day at the Clab 
House, provided’ they are ordered 
{in advance from No. 1 Boy, Telephone 
No, £1920, 

On no pretext will children be per. 
mitted in cither enclosure during the 
first four duyn of tha Mcoting. 

PUBLIC ENCLOSURE. 

. The price of admission to the Public 
Enclosure Is’ $4.00 per day including 
tax for all persons including ladics, 
and in payable at the Gate, 

Soldiers and Sailors in uniform arc 
admitted to the Public Enclosure aot 
$1.00 per day including tax. 

Bookmakers, Tic Tac men ete. will 
not be permitted to operate within 
the precincts of The. Hong Kone 
Jockey Club during the Race Meeting 
Tins will be obtainable in the 
Restaurant In the Public Enctosure. 

SERV ANTS’ PASSES. * 

Passes’ for Servents will be issued 
on application to the Seeretary. 3rd 
Floor, Gloucester Building. 

Employers sre requested to tis. 
tribute them with discrimination and 
to endorse their names on the passes, 

Servants are not permitted tn the 
Members’ Enclosure except for pass. 
Ing through on their duties but nust 
remain ir their employera’ stands, 

Any persons found Joiteringg with 
Seryanta’ passea in thelr ponsersion 
will forfeit the’ name and will be 
removed from the enclosure. 

By Order, 
Cc. B, BROWN, 
Secretary. 
Mongkong, 8th February, 1032. 


ASSEUR R. SHIMIDZU. 

ASSEUSE g. HONDA. 

ASSEUSE: 8. KISAKI. 
Rocommonded for many years for 
Governmont Civil Hospital. Pook 
Hospital, ctc., and by all the loca! 


doctors, 
24, Wyndham Btreet. ‘Tel. 24041, 


clr eon 
mt Pohe 
re Ge Lint She! 


& “ufine Dove - 
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THE: MACAO JOCKEY CLUB. 


| REMINDER. | 
ENTRIES for the Spring Race Meeting. 
to be held at Macao on Sunday, ‘the 13th 
March, 1932 close at 5 p.m. TO-DAY, 
_ the 19th February, 1932._ 
TO-NIGHT IN HONGKONG 
(WANCHAL RECLAMATION--9.15_ P.M.} 
_ Owing to the attendance of H.E, the Governor on 


"Saturday night, the performance will start at 
9.30 p.m. instead of 9.15 p.m, rf 


bf ; 
HARMSTON’S CIRCUS. 
- 30. EUROPEAN ARTISTS 30 
50. : PERFORMING ANIMALS 50 
ea MATINEES 
SATURDAY & SUNDAY AT 4,15 P.M. 
CHILDREN HALF PRICE TO MATINEES ONLY. 
PRICES OF ADMISSION 
(Including Tax). 
. $22.00 Second Chaira ... 
. $ 4.40 Stalls Carpets . 
“"""5 $3.80 Gallery .. 
at Moutrie'n Co. Sundayr At The Cire! 
Soldiers and Sailora in Uniform 
Hale price to stalls and second chairs only. 
Menagerie Open Dally From 8.00 a.m, to 8.00 p.m. 


W. HARMSTON, * R. BELL, A. J, CLOTHIER, 
Proprictor, Representative, Agent. 
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Full Box to hold nix 
Single Seat in Box .. 
First Chairs. 0. . 

Booking 


QUEEN’S THEATRE. 


“THIS MODERN AGE” 
SHOWING. 


“This Modern Age,"’. now show- 
ing at the Queen's Thentre, pro- 
vides an excellent vehicle for Joan 
Crawford's acting abilities, al- 
though the story is not a particu. 
larly grippings one. She plays the 
role of n modern young. woman, 
who, despite her Jove of n gay life, 
rebels against .the atmosphere 
created by her fast-living mother. 
Romance is introduced, of course, 
and in the end averything works 
out antisfactorily. 

Joan Crawford in quite good in 
the. part, but Pauline Frederick 
ia even better as the sophisticated 
mother, Neil Hamilton ptays the 
male lead, ‘but he is not too con- 
vincing.- The film is admirably 
produced, , with some | effective 
settings Which go a long way to 
make up-for shortcomings in other 
respects, 


NOTICE. 
COMPAGNIE DES M 
MARITIMES, 
From DUNKIRK, ANTWERP, ROT. 
TERDAM, LONDON é&e, vin 
SHANGHAI, 


The Steamship 


“DOCTEUR PIERRE BENOIT” 
Arrived Hongkong on Friday, the 
1th. February, 1932, . 
Consignees vf Cargo by the above 
named steamer are hereby informed 
that thelr joods’ with the exception 
of Opium, Treasure and Valubles are 
heing landed nnd ‘placed at their riak 
in the Godowns of the Hongkong 
Kowloon Wharf and Godewn Co, Ltd., 
Kowloon, whence delivery can be 
obtained as the goods are Innded-—~ 
Goods not cleared within 7 days 
including date of qrrival, will be sub- 
ject to rent. : 
AQ claims ‘must™’ “be sent to 
undersigned « ‘before Monday 
20th. Februnry, 1982'or they will not 
be recognizes 
“Damaged Packngen must be left 
in the Godowns for examination by 
the consignecs, and the Company's 
Surveyor Messrs:—Goddard . and 
Douglas at 10.00 a.m, on Thursday 
the 26th. February, 1032, Cansigness 
must have n Revenue Officer in atten- 
dance when damaged dutiable goods 
are examined by the Company's Sur- 
voyors, 
No claims will be ndmitted after the 
goods have left the Godowns. 
No fire insurance will be effected 
hy.us in any case whatever. 
R. OHL, ~ 
Agent. 
Hongkong, 19th, February, 1952, 


ne 


SAGERIES 


‘XCHANGE RATES. - 


Previous Day. 
Paris. ...00..06. BTT/16 
Geneva vee LT21/32 


Yesterday. 


Shanghai... 
New York: 
Amsterdam, 
Vienna... 
Madrid. . 
Bucharest, 
Hongkong, . 
Bruasels. . 
Milun...... 
Stockholm... 
Copenhagen 


N.Y.K, LINE, 
(NIPPON YUSEN KAISHA). 


1/6.17/32 

24.70 

66% 

17% 

18% 

116% 

109% 

4.8/16 

1/6.5/82 

- 1731,13/16 

30% 

3.95 

+. 19,0/16 199/16 

) 19.01/16 19.11/16 
wo British SVireless, 


From BUROPE ‘ond STRAITS. 
The Steamship 


LIMA MARU.” 

having ‘arrived Crom. the above ports, 
Consignees of Cargo are hereby Ine 
formed that their Goods are beirg 
Jnanded and placed at their risk in the 
Hongkong and Kowloon Wharf, und 
Godown Sompany’s Godowns at Kow- 
loon, whence delivery may be obtained. 
* Goods not cleared by’: the’ 25th 
February, 1932 will be subject to rent. 
ee Ditmageed puckages must be left in 
the Godowns for examination by the 
Consignee's and the Co.'s representa 
fives on any. Tuesdays and Fridays, 
at 2.30 pam. within the free storage 
Porjot! For the examination of damag- 
cd dutinble yoods; the consignees 
must arrange for a Revenue Officer to 
be present, 7 


Bombay... 
Yckohama 
Monteviileo 
Montreal... 
Silver (spot) . 
(forward 


io ‘ 
06 


All claims be presented 
within ten days of the steamer’s 
arrival here, after Which date they 
cannot be recognized, 

No claims will be odmitted after 
the goods have left the Godowns, 

No fire insurance has been effected, 


NIPPON YUSEN KAISHA, 
_ Hongkong, 18th February, 1932. 


must 


WE'RE GOING 
7 cuTpown 7 
: on™” Ee ot aM 

-* CHORIES, 

bap coursa/y. 


-POST OFFICE. NOTICE | 


Information - has been -recoived that the Siberian route fa untater- 
rupted and tho servico by this route will accordingly be resumed torth- 
Tho’ Publie are, however, warned that, as this Service is somewhat 
recarious and still Mable to suspenston without notice, letters will only 
0 necopted at sonders' risks, In tho ovent of the service being again 


suspended all Icttcrs will be forwarded vin Suez. ° 


Lottora and postcards for Euro, and Bi ri t dee 
“Vin Siboria" if so superscribed, - ne outa. Amaricazeze uke es 


It 1s notified for tho Information of holders of Private Boxcs at the 
General Post Office that on and after lat Fobruary no tnxed correspondence ° 
will be placed in the Boxes, A notification will bo substituted qnd Hox. 
holders are requested to call or send for tho correspondence ‘at the Box- 
holders’ Lobby and thero pay the amount of the Tax against the do- 


livery of tho letters or packets. 
_ Tho Parcel Post Service to Shanghai ond North China is fully ‘ree. 
sumed as from to-day. z : . 
: INWARD MAILS. “ 
: Per P 
Europe’ vin Negopatam (Lettors 
an Papers) London, 2iet Aare 
S.A., Honolulu, Japan and Shan: 
‘het {San Francisco, 22nd Sanuerr) : . 
and Europo vin Siberin (London, : ; 
27th Snnuary). ...cescesceseee, Pros. Garfield ........ February 
Canada, U.S.A., Honolulu, Japan , : 
and Shanghal’ (Vancouver — B.C., - ‘ : 
80th January) ......++ +» Emp, of Japan ........Pebruary 


Straits .. at Burdwan .. Fobruary 


Japan CUT Laas ior te we mee » Sirdh vere Pebroa 
US-An Honolulu, Japan and Shang- bi oe 


(San 29th January) Pres, Lincoin ...... .. February 
Manila o4 Bnedeenteese Asoma Maru .........-Februsry 
London, Parcels only, London, 14th 

January .. +++ Momnon 
Cntcutta and Straits ...........-+5 Santhia . 
Furapa vin. Suez (letters and , 

Papera) London, 28th January 

and Parcels, 21st January ...... Rajputana ...seee eye . 
U.S.A,, Canada, Japan and Shanghai ' : wo 

(Seattle, 6th February) » Pres, Taft c.ccecees 

en . Kitano Maru 
Japan and Shanghai ..... ais weee Naldera ...-- 
OUTWARD MAILS. ' 


Per 


From Dee 


Kashima Maru ....6 February 20. 


'Franelsco,. 
seveeeees Mebrunry 
seeeeteceeees sPCDIUArY 


.sFebruary 26. . 
February 26. 


For 
Amoy 
Touran oc. eeu 
Japan, and *Canado ...... 


Date and Time. 
. Kumsang .... Thur, Feb. 19, 6 pan. 
- Chung Kong .. Fri, feb. 10, 6 pan. 
veces President Claveland... Fri, Feb. 19. 
' . Parcels, .... Fob. 19, 3 pm. 
Reg, «e+e. Feb. 10, 4.15 pom. 

Letters , 

(Due Victoria 
Shanghal and *Hurope vin Stberin President Cleveland . 
CJ: 
Tettorn : 


. Fri., Feb. 1. 
Feb, fo, 6 pm. 

Fob, 19, 6 pm. 
Straits, Ceylon, Indio, Mauritius, f 5 
Enat nnd South Africa, Aden, ‘ : 
Egypt and Europe via Marecilles Hakusan Maru vestecesFTh, Feb. 19. 


K.P.0O. 
Reg, .+.... Feb. 19, 4.80 p.m. 
Iattore, .... Feb. 19, 4.30 p.m. 
' G.P.O, 
., Fob. 19, .6 p.m. ° 
Letters, Feb, 19, 6 p.m. 
(Duo Marseilles, ‘10th . March) 
.. Tai Ming . Fri, Feb, 10, 4 p.m. 
. City of Worcester Fri, Feb. 10, 6 p.m. ' 
OO ac are . Prosper o..e... Pri, Feb, 19, 6 p.m. 
Japan, Canada, U.S.A. 
Central and. South America and 
‘Europe vin Vancouver 
and *Europe vin Siberia /.. 665 


Samshui nnd Wuchow 
Manila ....... i thaivebcse. 
Saigon . 
Shanghal, 


.. Emp. of Canada’... Sat, Fob, 20. 
Parcels, ...... Feb. 19, & pom. 
Rog, csevee Fed, 20, 9.16 a.m, 
Letters, .... Feb; 20, 10.a.m. 

(Duc Vancouver B.C., 6th March) 


..-Bat, Fob, 20, 
Feb, 19, 6 p.m. 
Reg., « ‘eb. 20, 0.46 a.m, 
* Letters .... Feb. 20, 10,30 a.m. 
(Due Thursday Island 27th Fob.) - 
ra sgaes Lyvemoon . Sat, Feb, 20, 12,30 p.m 
Canton ......8at.,, Feb. 20, 2.30 p.m. 
Dolius Sut., Feb. 20, 2.30 p.m. 
Kingyuan ....Sat., Feb. 20, 8.30 p.m. 
.» Kashima Maru Sat, Feb. 20, 3.30 p.nt, 
Menado Maru . .Satuy., Feb. 20, 5 p.m. 
Pres. Garfield .. Sat., Feb, 20, 6 p.m. 
Bangkok via Swatow _Kwanghcow + Sun., Feb. 21, 9 a.m. 
Swatow, Amoy and Formosa ~ Hozan Maru 
Shanghai, Japan and Europe via 
Ciberin é .. Burdwan .... Mon, Feb, 22,-10.30 a.m 
Swataw .. ie .. Hydrangen ....Mon, Feb. 22, 3 pane 
Batavia icbob ‘aarp y- sees Tjlsaroen .. Tues,,.Reb. 23, 10,30 a.m. 
Hoihow ‘and Bangkok .. .» Kwelyang .. Tues, Feb, 23, 1.30 pan. 
Swatow, Amoy and Foochow .. Hai Ning .... Tues., Feb, 23, 2 p.m. 
Manila F .. Pres, Lincoln Tues,, Feb, 23, 4.30 p.m. 
Swatew wesseeeee Hopaang oo. Tues, Feb. 23, 5 pan - 
Japan, Woenolulu, U.S.A., Canada, 
Central and South America and ; 
Europe vin San Franciaco, ...+.. Asuma Maru ... 
. Rogistratio: 
Letters ......66 
(Due San Francisco, 16th March). 
oe Hoanng ccsosceeessece Frh, Fob, 26. 
Parcels eee Noon. . 
Latters .. vreeeee Lo pm 
Feb, 26, 1 p.m: 


Manila, Australia and New Zealand 
vin Thursday Istand ..........++ Changte ... 
es ‘Parcels 


Straits 

Amoy . 

JAPAN weeeere eevee 
Hothow and Haiphong 
Manila sesceseeeeneee 


.Wed., Feb, 24. 


Straits and Caleutta ......e0ee 


Swatow, Amoy and Foochow - 
Straits, Ceylon, India, Mnuritius, 
East: and South Africa, E 
and Europe vin Maracilles Naldera .. 


we Reg., ». * 
Letters, .... ay 27, 10 am. . 


.P.O. 
Parecln, ....+ Feb. 26, & p.m.’ 
Reg, .... Fob. 27, 0.45 a.m.. 
Letters .., Fob. 27, 10.30 a.m, 
ae (Due Maractiles, 26th March) 
Manija, Australia, and Now Zealand te : 
vin Thursday Inland .....ceeeee+ Kitano Maru ,.,...++-Satur,, Feb. 27:. 
; Rey vevercecceee se B45 aM, 
Letters, .ccseeeees 20880 att, 
(Duo Thusday Island, 10th March) 
. Mausang .......Sun., Feb. 28, 9 a.m. 
ve. Hikawa Maru Mon, Feb. 20, & p.m.- 
. (Due Vancouver B.C,, 2ist Marcl). 


Sandakan .....:sseereneee 
Japan and *Canada 


Saigon, Ceylon, ‘India, Bauritius, 
Enst ond South Africa, Egypt and 
Europe via Mnrseillen ....eee ee 


D'Artagnan os. ceseee en, Mar. 1. 
Registration coocek pom 
Lettera ..... ook opm 

eee G, P.O. ‘ 
Registration . 1001.46 p.ni. 
, Letters ose.) 1052.30 pyms, 

. (Due Marseilles, 18¢ April). 
*Superacrited Correspondence only. 


a ee For the Bet 5 
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-° PORTRAIT: PHOTOGRAPHS © 


' 


"oy MEE) (CHEUNG. |. 


. Studlo,. Ice House St 


an. Feb. 21, 9 ani 


SHOWING 
-SAT., 20th FEB. 
-AND 


SUN., 21st FEB. 


' 


At the 


KING’S 


ALL BRITISH NEWS 
REELS 


at 11.45 a.m. 
Continuous Programme. 


Swimming Icsront for tanks. 
Melbourne's Royal cnttle Show. 
Yeomanry commemorates fallen 

comradcs, 
'Yo atart daya spin, 
The volce of tho people, 
Election Impressions. 
London makea n night of it. 
Amazing scenes at Bast Ham. 
Mr. Ramsay MacDonald. 
Kuffaloes nt White-Hall. or 
Getting rendy for the fifth. 
Guy Fawkes day. 
The Prince at Meracyside. 
A present for Mrincese Elizabeth. 
Mr. MacDonald after the vietory. 
Wimbledon's wonder. 
Goodwin's take their toll, 
‘The Lord Mayor's show. 

& 


" 


Many others. 


Prices 
Statle 
D. Circle 


Cemplete Change of Programme 
Weekly. 


_ 


WRAP PARANA 
HE 
LITTLE 
SHOP 


Sole Agents for— 


SHOEMAKER 
ART LOOMS 
RUGS . 


Peking. 


Now Being Exhibited. 


Prices fixed 
by Factory. 


SUAS aaa SE oe 


Latest ; 


BRUNSWICK 


and 


MELOTONE 
RECORDS 


—Obtainable— 
—from— 


THE 
BRUNSWICK HOUSE 


Arcade, Gloucostor Bldg. 


THE HONGKON 


SHARE PRICES. 


TO-DAY'S. QUOTATIONS, 
Tho following is tho Ilst of local 
share quotations Issued to-day: 
- Banks. 
Hongkong Bank, $1380 n. 
Chartered Banks, £1154 n. 


Mercantile A. and B,, £18 n. 
Enst Asia, §127%4 n. ; 


Insurances. 


Canton Ins., $1,850 n. 

Union Ins, 400 b. * 

Chinn Underwriters, $4.6244 n. 

Chinn Fires, $690 n. 

W.K., Fire In., $1,260 n. 
Shtpping. 


Douginses, 826% n. 

H..K. Stenmboats, $23 n. 
Indo-Chinaa, (Pref.) $32 -n. 
Union Watorbonta, $26 n. 


Mining. 


Bengiests, $11.76 n. 
Kallans, 26/- n. 
S'hal Explorationa, Tla, 2.10 n, 
Raubs. 339 5. 

Docks, etc. 


Kowloon Wharves, $156 5. 
Whampon Docka, $29 8. 
South China Motors $10 n. 
Providents (old), $5 n._ 


manner RUA ICN NTO 


SHANGHAI CRISIS IN 
PICTURES. 


Pictorial Supplement 
Fenture. 


Ag there was such a demand 
for last Saturdny's issue of 
the Telegraph Pictorial Sup- 
plement, containing pictures 
of the Shanghai crisis, we 
have decided to devote u page 
iasue to the 
These will be 
found most interesting for 
the purpose of sending te 
relatives at Home. , 

In addition, there will be 
xoveral of local 
events. 


jn to-morrow's 
same subject. 


pictures 


OMT ESTA CTT MCT EE, 


Hongkews, Ts, 220 n. 
New Engineers. Tle, 64% n. 
Shanghai Docks, Tls. 90% n. 


Cottons. 


Ewo Cottons T1s, 14% n. : 
Shanghai Cottons, Tls, 804 n. 
Zoon Sings Tha, 11’ n. 


Lands, Hotels, ete. 


HLK. Hotels (old) $13.20 b. 
ILK. S. Hotels (new) $13 n. 
H. K. Lands, $76 n. 

S‘hai_ Lands, Tis, 30 n. 
Humphreys’ (old) $19 n. 
Renttios, $11.05 x. 


Public Utilities. 


‘Tramways, $20.80 n. 

Peak Trams, (old), $15.60 n. 
Star Ferrica, $94 n. 
Chinn Lights, $21.60 n. 

H. K. Electries, $76°% ga. 
Macao Electrics, $23 n. 
Telephones, $43 n. 
Chinn Buses, Tis. 16 n, 
Singapore Tractions, 3/- n. 


Industrials, 


Malabons, $38 n. 
Canton Ice., $5 n. 
Cements (com.) $16.90 b. 
Ropes, $16.40 an, 


Stores, 


Dairy Farms, $2942 
Watsons, $16,560 n. 
Der A. Wings. $1 n. 
Jane Crawfords, $6 
Mackintosh; $19 b. 
Sinceres $16 n. 

Powells, $3.60 -n. 


Miscellaneous, 
Amusements, $1944 b. 
Entertainments (old) $16%j~n. 
Constructions (old) $6.15 n. 
S. C. Enterprises $10 n. 
Constructions (new), $1.80 b. 
BR. Ind. G. $ Bonds, $58% n. 
Lonns, $3% b. Prem. 


etc 
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SARAIVA 


REDUCE without DIET 


” USE 
LEIOHNER SLIM 


TAKEOFF. 
WITH “AN 
AIRPLANE 


FIGURE 
: WOULD BE 


“count thron. 


WOMENS WORLD 


FOR OUR LADY READERS.’ 


ANIC SANTEE ALTON MMT TY LST SA TT 


COLOURFUL SWEATERS ADD A PIQUANT. 


o * © 


' “Necks apd Sleeves 


OTE TO 


Have Originality 


Oy 


(By Joan Savoy.) 
Nothing short of a whole dreds 


or costume can have the cocktail! 


effect of a becoming new sweater 
blouse. No longer can you call 
them merely “sweaters.” They 
have all the grace, piquancy and 
originality ‘of hand-made ttle 
blouses. And usually they add 
much more in the way of colour. 

. Sleeves Take on Varicty. 

Necklines and sleeves are the 
points of chic to gaze at in the 
new sweaters. There are some 
little tricky pullovers that have 
short, very full puff sleever that 
fairly drop off a wide yoke. But 
for wear In colder climes, there 


foe 


are several different versions of 
the fancy long sleeve that will 
catch your eye. 

For one of the popular biue, 
blue and white tricolour effects, a 
navy closely knit sweater (ccn- 
tre) simulates the sleeveless yilet 
effect by having its tight little 
rolled collar, yoke and cap sleeves 
of Ighter blue ahd white. The 
yoke and the little cap sleeves are 
something brand new in the swea- 
ter field, looking for all the world 
the way o dainty organdy docs 
when it uses ruffle upon ruflle to 
achieve an effect. 

In Rough and Ready Mode. 


=~ * 4 


New Models Are 


Short,: Fitted. 


pend hee 


night blue (left), that je practi- 
cally a black and white plain and 
polka dotted blouse. It js an uni- 
que knit, a diagonal knit with yoke 
nnd sleeves of white mesh with 
dots the same dark blue. 

If it’s something with colour 
that you are looking for, n new 
string coloured aweater, in a loose, 
easy knit, has a rounding, rolled 
collar, scarf and puff sleeves of 
brown, orange and white. This 
is one of those short little swea- 
ters that -fits down over the skirt 
band, but no farther. This is 
the new Iength—all the smartest 


[little sweaters are selling short 


Smart for hard wear is the mid- nowadays! 


—————_ O00 0 OOO me 


BEAUTY HINTS. 


. (By Alicia Hart.) 


Your cyes should Lo the lovelicat 
part of your face. Keop them re- 
Inxed so tired little lines around 
tho corners will not develop. Get 
enough sleep to keep them bright 
and shining. 


There uro noveral exercises which 
kerp the muscles in and around the 
cyes firm and healthy. Sit in a 
comfortable chair and relax, New 
clase your eyes and sce darkness. 
Count twenty. Open. them an’ 
look ut on bright light. Count 
twenty again. Repent both exer- 
cises ten or fifteen times. 


Focus your oycs on a point as far 
‘distant ne you can see, Count 
twenty. Quickly change tho facies 
of your cycs to & pont ‘at arms 
length and county thirty, Repent. 
thean two exercises, alternating, ter 
times. Now hold your head erect 
and without, turning it at all, lock 
ag far to the left a8 in possible an? 
then to the right aa far na porsitle. 
Do this ten times and then move 
your ever in a commlete circle, with- 
out turning your head, five times. 

* s s 


Open your cyes as far as you can, 
count four, close them tightly and 
Repeat the exercise 


UP STRAIGMT LIKE 
THIS, YouRE 
APT TAKE 
A TAILGPIN, 

ARENT 


ten times. ‘Now soak somo cottor 
pads in cool water, place then 
over your oyes ond leave them 
thoro for five minutes. If yo 
possibly can, do the exerciser 
followed by tho five minuten rest 
veriod, twice ‘each day.  You'l' 
notice n decided improvement botl 
in the beauty and the strength o° 
your eyes within a few weeks. 

You: should use an cyc bath of 
night to remove all tho dirt anc 
dust particles which have collecter 
during the day, Fill nn eyo cur 
with an wenk solution of borncic acic 
and wator and thoroughly was 
the eyes. If you prefer, you ma: 
uso a prepared antineptic nolutior 
inated of the borncic acid. 1)’ 
you havo difficulty getting * you 
over to “wake up,’ bathe them it 
the morning an well as at night. 

It there aro tiny linos sroun?’ 
vaur eves or if the akin looks stretch: 
ed, pat them with a good nourist- 
ing cream before you go to bet 
Tenvo a little of it on all night 
tT the Tinea are really otched inte 
the akin, wae a immtacle astringent 
oil. It will be more effective if 
vou warm it before you pat i 
nround your eyos. 

You shoulti see an oculist once 
n year and if ho advises glasser. 
buy some, Wear them when yor 
read or sow, and in that wav, yor 
will kaep them from becoming 8° 
wank that you have to wear glasser 
all tho time. | : 


FRECKLES AND HIS FRIENDS 


CAKES: WORTH - 
TRYING. © 


Marzipan Varieties. 

Put $b. loaf sugar inte a snuoe- 
oan with o pint of water and a 
pinch of cranm of tartar. Boil to- 
-ether untila small thread forms 
when the mixture ia cooled and 
tonthd betwoon fingar and thimb. 

Add 1b. of ground almonds, the 
slichtly whipped white of an egg, 
and a few drops of “almond ersonce, 
ond bring to'tho boil. Turn tho mix- 
ture on to « wet alnb or board and 
work jnto various shapes with fin- 
upra that have been dipped ‘into 
sold water 

Ry adding a few dropa of appro- 
arinte, colouring mattor to different 
vertions of the mivtnre you’ can 
make tha mont reslistic cucumbers, 
nonlog, carrots, pears, OT OgRs in 
nents. 

: Aljmond Princes, 

Put Gz. of atoved icing sugar ir. 
tan besin with gov, of choppeil 
almonds and 2 whites of eggs. 
Werk all teosther with. x wooden 
anann for abent ten minutes or until 
the mixture thickens, and then drop, 
im amnll portions, on rice papor- 


eovered baking rhects. Lay a few 
ahreds of almonda on top ot ent ' 
arly 


tite eake and bake inn 


quick oven. 


TELPGRAPH.. FRIDAY, FEBRUARY 19; 19327" ~ 
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Acroas 


A first will not bo Hkely to third 
so much if his second be large 
and shady in this’ American 
island. : 

Tendon that becomes twisted in 
swine. 

Why hurt-the lad? He can't 
help being coloured. 

Artful dog! to make a row about 
a bit of a slip like that. 

Ho caught a whiff as he dropped. 
{t almost unnerved him (hidden). 
When onc is divided by a letter 
it ia not suitable, 

What, with one thing and an- 
other, ono secures. 

“Ref. Ruth” (anag.). - 

Roam here among the trees. | 
Acid claimed to bo found in an 
apple when tho claim is made in 
the correct form. 

Here’ onc must take measures 
about n total abstainer, though 
{ta ends be wide as. the poles 
asunder, 

Breezy. 

Scalds aang heroic poems. This 
blazes in a gentler way.: 

Ten to onc—average person. . 
Wo may come across these 
puzzling matters in games. 

The bird which has no fenthers, 
Here onc is in shaded surround- 


Ings. 
Half a sheep is an opera. Which 
would you choore? 


Down 


If you wanted logs for a hundred 
years what tree might bo amplo? 
2 More clamant. : 
3 Here we have the doings— 
4 ond here wo haven't any thing. 
6 44s this in life.” ” 
6 Is nothing in Nome injurious to 


. HONGKONG SHARE 
: MARKET. 


— 


OFFICIAL SUMMARY BY 
STOCK EXCHANGE. 


There is not much to report abou 


the state of the miarket this morning. week ended Fob. 18th, 


~ ooenom=— Sales 


Hotels (Old) $18,10/13.40. 
Electrics $76% ; 
Coment (Comb.) $16.86/17. . 
Hongkong Ropes $16.40. 
Govt. Loans 4% Promium. 


Buyers. 


Hotels (Old) $13.20. 
Chinese Estates $95. 
Youmati Ferries $803. 
Cements (Comb.) $16.90. 
‘Amusements $19%. ; 
Constructions (New) $1.76. 
Govt, Loans 3% Premium. 


| Sellers, 


Wharves $1656. 
Docks $29.. < 


SS name 
PLT imei 1 


| 


am 
ana aig. 
riititlt 


health? : . a 
. | 7 Of no value—and denerving of ° 
Tes. ae - 

9 Ono may be one in ono on a, 
train. nes : 

14 Sh! Beer before oll may result 
in a flare up. 

15 It was o atern excort that edged 
him out hoatily (hidden). ‘ 

16 Ethereal ‘and intangible, yet ° 
solid, so be it, to a T, 

19 Scottish John attends the mar. 
ket as,o visitor from another 
aphere. : 

19 “For rhyme the rudder is of 
verses, with which, like: ships, . 
they steer thelr—."—"Hudibraa.”” 

20 Nip off an inch-at -the ond. 

21 Hero worship. 

25 Quite a sound size. 

26 Though this Is near the end, it’s 
renlly in the middle. . 

27 The only employer you can make 
suro of. | 7 


Yesterday's Solation, 


21 YEARS AGO. 


SOME.EXTRACTS FROM THE 
“TELEGRAPH” FILES. 


The following extracts are from 
t| the Hongkong eeleornh the 


“}--Phe-rate: of ‘the dollar--on-de- 
mand was 1s, 9%d. : ¢ 


A tiger weighing . over 270 
pounds was shot by villagers near 
Canton. a ce 2 ‘ s 


Tho wedding took place at Bt. 


Androw’s Church, Kowloon, of Mr, . | 


Alex Squoir and Miss Dorothy - 

Lambert.: . 

: * ¢ w ‘ 

In the Hongkong Races, Corona- 

tion Rose, ridden by Mr. Burkill, 
won the Dorby. i ; 


MISS SLADE’S ARREST 


"THREE MONTHS’ GAOL. 
Bombay, Feb. 18. 


‘Miss Slade has been‘ sentenced 
to three months’ imprigonment.—‘ 


Renter. 


[Mise Slade, the daughter of an 
English Admiral, {a known by the 


Indian name of Mirabal. Sho ha 


been Gandhi's disciple and par- 


sonal attendant. for some yoars.} 


Familiar Scenery! i 


BEAUTY. BATH “1001.” luPossiaLe, 


go8s 
AUTOGYRO. 
Rises - 
SHaRPLY 
FROM THe 
NARROW : 


Add ttjto a warm Bath. 
SAFE and SURE. 


THE PHARMACY 


Asiatic Building. Tol. 20345. 


| “BEER” 


The National Beverage 


OF A 


ROBUST RACE. 
WHITBREAD’S 


PALE ALE & DOUBLE BROWN | 


**The Real Home-Side Stuff”! 


Sole Agents: 


A. S. WATSON & CO., LTD. 


THE ‘‘FEDERAL”’ 


RADIO-GRAMPHONE COMBINATION. 


“Cost little— gives 
Perfect Reaults ”’ 


Special Features: 


Nine tube Super-Heterodyne Radio Set. 
: Perfected push-pull audio output. 

Four gang ball bearing Condenser. 

Tubes-3 Multi-mu. 2 pentode, 


1-224, 2-227, 


Ask for catalogues aod particulars of our terms, 


S. MOUTRIE ® Co, Ltd.’ 


CHATER ROAD. 


ARROW COLLARS 


For Comfort 


Arrow. Semi Stiff Collars are 
the ideal Collars—being light 

, In weight and made from a 
strong hard wearing material. 


nt 


Front. 23 in. 
Back 1h in. 


Sizes 14:to 164 


‘Front 2} in. 
| Back 1} in. 


Sicoe 14 to 164. 


Lane, Crawford, Ltd 


| AAs aE 


Snappy 
_. Sports 


Roadster 


STUDEBAKER |. 
F Ra md R 4 
“THE NEW STUDEBAKER SIX 
10 HORSEPOWER SPORTS 
ROADSTER WILL DO BET- 
TER THAN 20 MILES TO THE 
GALLON OF CASOLINE. A 
SEASONED CAR BUILT TO 
TRADITIONAL SPECIFICA- 
TIONS: FOR STUDEBAKER 
. CHAMPIONSHIP PREFORM- 
ANCE BUT NEW IN ITS 
BEAUTY OF LINE AND 
CONTOUR. 


" COACHWORK:— 
New and arresting beauty. 
COLOR :— 


Below Moulding; 
Absinthe Green, 
Moulding; Coach Greon. 
. Fenders; Black. 
Wheels; Absinthe Green. 
Striping; Cream, 


UPHOLSTERY :— 


Genuino Leather, 
harmonlaing with 
color acheme 


TOP :— 
Khakl, smartly shaped, 


THE DELIVERED. PRICE 
COMPLETE WITH BUMPERS, 
SPARE TIRE AND TUBE IS 


HK$4,612, 


THE HONGKONG HOTEL 


GARAGE. 


‘The Hongkons @ Shanghal Hoteles, Ltd. . 


Incorporated In Tongkonm. 
Btubbe Noed Happy Valley 


ie 


WAR COSTS.. 


Yesterday, we had some observa- 
tlons on the popular fallacy that 
nations which go to war are only 
those who: can financially afford it, 
It will be appropriate if we now 
turn to the question of the cost of 
wara. Some little time. back a 
table was prepared showing the 
cost of armed conftict to the world. 
It was an inadequate table, {nus- 
much as it tock no account of the 
destruction of property, the loss of 
human life and consequent = im- 
poverishment, of the finanical and 
economic chaos produced, or of the 
moral and ‘spiritual disturbance. 
These things, of course, cannot, for 
the most part, be estimated. The 
table to which we aro referring is 
simply o recapitulation of the Bud. 
aets of the seven leading Powers 
of tho world insofar on they apply 
to armaments and Service (as dia- 
tinct from war) pensions. Even 
in this restricted form, the figures 
aro striking cnough. They show 
that In a typical year no lesa a 
sum than £623,000,000 was actual- 
ly spent by the seven Icading 
nations In respect of past wara, 
present armaments and prepara- 
tions for war which, despite trea- 
thes, may come. Here are tho 
detailed figurca:—United States, 
£175,000,000; Great Britain, £116,- 
900,000; France,  8104,000,000; 
Rusala, £91,000,000; Italy, £50,00v,- 
00; Japan, £49,000,000; Germany, 
£38,000,000, : ha 


For comparative purposes, «- the 
budegetary method is somewhat 
misleading, since thera are © coun- 
tries ‘which are much more gen- 
erous to their soldiers than others. 
For this reason, the figures given 
cannot be used as a test of relative 
armament, But the broad fact re- 
mains that more than six hundred 
millions sterling was spent In this 
typical year on war and prepara- 
tion for. war. It should bo pointed: 
out that thore aro in addition war 


-pensions_othor__than_servica_pen- | 


sions. It.should likewise be point- 


red out that there are debts from 


country to country which . were 
brought into boing by war and will 
bang ‘like a millstone on the necks 
of this and future genorations; and 
interne} debte which absorb a high 


Percentage of tho national reventa. | 
Tt is calculated that Great Britain, 
which Is groaning under 9 mount- 
Ing load of taxatign, is paying 55 
por cent, of {ts budget on behalf of 
post wars, and another 16 per cent. 
{n preparation for posalble future 
wars. Theso latter may nover 
como, and {t is hoped, and indeed 
widely expected, that they will not 
como. But they aro boing pald for 
In advances just the same. 


_ And the case of Groat Britain is, 
of course, typical: In France, for 
example, a very small proportion is 
left for current domestic and con- 
structive purposes after the ovor- 
whelming charge for past and 
future wars is met. Besides, 
though tho soven Icading powora 
aro included In this list, examina- 
tion would show that the multitude 
of smaller nations are paying on a 
proportionate scale the same stag- 
gering tribute to Moloch, Is it not 
time, in a world which fa presum- 
ably willing to be governed by 
reason, that this levy, . sometimes 
as high as three-quartera of the 
national revenue, ‘for .wora past, 
present—and fearcd—should be 
reduced? To osk the question in 
surely to answer it. 


Developing Internntionalistr. 


The Secretariat of the League of. 


Nations, whose composition has 
again been under dlacusaion by 
the impending resiznation of Sir 
Eric Drummond, the Sceretary 
General, should furnish the world 
with modela of international men. 
It Is true that all the chief offices 
have been allocated to various na- 
tions; but the contention, notably 
of Italy, that appointments to 
office in the Lengue of Nations 
should be frankly nationalist, dis- 
torts the whole conception of the 
League. It does not matter that 
this post js held by an English- 
man and that by a Frenchman, or 
a third by a German and a fourth 
by an Italian; but it does matter 
immensely that in office each 


‘should regard himacl{ not as the 


nomince of a nation but rather ax 
the servant of the Lengue of Na- 
tions, From this standpoint the 
foreign ministers who go as dele- 
gates to Goneva are admittedly 
handicapped; in this fs undoubted- 
ly to be found’ one of the reasons 
for the Lengue’s weak handling of 
the problem of the Far East; they 
doubtless wish to forward the 
League, but by their office they 
must consider tho particular views 
of their respective countries. The 
question may, indeed arise whe- 
ther any man who has been 
brought up in national schools and 
has acquired national prejudices 
can ever become entirely indepen- 
dent of his early environment and 
teaching... The. proposal has been 
made—and It is worth pondering 
—that the officials of the League 
of Nations eventually should be 
recruited not from this or that 
country, but from men who: have 
been educated in an international 
centre, such nx Geneva itself, 
which possesses a distinguished 
university; men who from their 
youth have resolved ‘to devote 
themselves to supernational pur- 
poses, who have been trained to 
that end, who from the outsct have 
been developed as international 
men. Until.such an Ideal can be 
made practical, however, the en- 
couragement of the realisation 
that o League official, by definition 
represents no nation, but only the 
League of Nations, will help over- 
come extreme nationalistic tenden- 
eles. As such he must not be a 
partisan of any national policy. 
He must not be swayed by public 
feeling at home. In point of fact 
the atmosphere of - Genova, the 
contact with fellow officials, a cer- 
tain habit of thought and practice, 
have already helped to develop a 
decided Internationallam. It sim- 
ply remains to carry on the pre- 
sont tendoncy to ite logical con- 
clusion,, : 


PEAK LADY'S BAG 
SNATCHED, - 


| DAY By DAY | 


‘THE PASSIONS ARE DEFECTS OR 
EXCELLENCIES ONLY IN EXCESS. 
Gocthe. ; 


eta 


ELE. tho Governor, Sir Willlam 
Pecol is to ‘distribute the prizes at 
King’s Collogs on Saturday, March &, 
at 11 am. ‘ 


bad taal 


Passengers arriving here {from 
Manila by tho sa. President Clove- 
land to-day included Sir Phillp Sas- 
soon, Mr. Bell, and Mr. W. Buttor- 
field. 


%_* 


Owing .to the attendance of His 
Excellency the Governor at Harm- 
aton's Circus to-morrow night (Satur- 
day), the performance will commence 
at 9.80 p.m. instead of 9,15 p.m. 


*,¢ 


An extrnordinary general meoting 
of the Star Ferry Co., Ltd., is adver- 
tieed to be held at the office of Mcasra. 
Jardine, Matheson & Co., Ltd, on 
Friday, Febroary 20, at 12.20 pin. 


*.e 


Owing to Race Week, there will be 
no meeting of the Rotary Club on 
Tuesday. The next meeting will held 
on March Ist, when Dr. 8S. F. Li will 
apenk - on “The Prevention of 
Tuberculosin.” 


,* 


In connexion with the fund for 
relief of dintress in Shanghai, wo are 
informed. that the. $10,000 mentioned 
in our {nsuc of yesterday as coming 
from Fukien merchants was in fact 
subscribed by Chiuchow and Swatow 
merchants in’ Hongkong. 

. o * * 

Mr. Foo Eng-keng, the eldest 
son of Mr. Foo Wha-cheng, of Ipoh, 
returned to Ipoh from Hongkong 
recently, after completing his studics 
at the Hongkong University. Mr. 
Foo Eng-keng obtained the degree of 
Bachelor of Engineering. 


SUGAR MARKET. 


THE LATEST CABLED © 
QUOTATIONS. 


The following enble at the close 
of the sugar market yesterday has 
been received by Messrs, Pentreath 
and Co. 


London Terminaly, 


March 6/6% up 1d. ° 

May 6/8% up '4d. 

August 6/11% up 44a. 

December 7/3 up Wd. 

Buyers at above prices, sellers 
asking %d-14d more. 


New York Terminals. 


March—.94 up I pt. 
July 1.09 up 4 pts. 

May 1.01 up 3 pts. 
September 1.14 up 3 pts. 
:December 1.19 up 3 pte. 


ee 
and ran up towards the Cathedral, 
with Mr. Aucott in pursuit. A 
military staff sergeant who was 
coming down the path caught the 
defendant and Jater handed him 
over to the police. 


In reply to his. Worship, defen- 
dant said that he was 16 years 
of age. 


Sentence of six weeks’ hard la- 
bour was imnosed, : 


YOUNG THIEF SENT TO} 


PRISON. 


Whilst walking up Battery Path 
fn the company of hor husband, 
Mra. Aucott, of 368, Tho Peak, 
‘was tho victim yesterday evening 
of a young bag snatther who was 
.subscquently arrested and this 
morning brovght’ before Mr. 
Wynne Jones. | , : 


According to Mra. Aucott, sho 
was walking up Battory Path 
gether with Mr. Aucott when the 


dofondant anatehed her handbag |. . 


vor 


“Why don’t you and the’ MJésus.drive over tonight dor 
Weill: be there at‘ saaven: Afty:thre 


pene of bridgat'. 
; “Be. glad to, Frank: 
2 and’ a half! -- 


WHAT DO WE; 


EXPECT OF 193273 


A Trade Boom - : 
Says SIR WILLIAM MORRIS. 


J HOPE in the next six or 

twelve months: to see. a 
gront rovival in all British indus- 
tries that will put the old country 
back In the place in the sun whore 
it ought to bo. Iam hoping, In- 
deed, to seo n trade . boom—but 
whether my hopes are fulfilled and 
the country geta back to pros- 
perous conditions depends upon 
tho Government carrying out the 
grave dutica and haavy responal- 
bilitios they have had put upon 
them. . : 

And, firat and foremost, wo must 
have protection of our industries. 
The motor industry has hitherto 
prospered becauac jt has beon thus 
favoured. Now we must havea pro- 
tection for British atee] and Bri- 
tish' lace and all other British 
industries, including agriculture. 

Whon I hear of shiplonds of 
goods produced abroad by sweated 
labour coming Into this country to 
keop millions of men out of work, 
I fceol 80 annoyed that I sometimes 
‘wonder whether 1 am one of the 
lunatics and all the reat of. the 
people are sane, 

The foreigners have had duties 
imposed on us for a long. time 
back, but. we have not had duties 
imposed on them. They’ must 
‘hove considered us mad not to 
have retalinted. 

. e * 


A Triple Hope 
By LORD APSLEY. 


My first hope for 1932 {s that 
the totally erroncous {den that 
Britain makes, use of State-nided 
migration in order to dump her 
unomployed on the Dominions will 
entirely disappear;; my second, 
that migration will increase be- 
cause it hoe an effect on Inter- 
Imperial trade, on which both we 
and they depend for the prosperi- 
ty of our existing population; and 
my third, that there will be a de- 
elded improvement in trade and 
agriculture. he 

I believe, too, that towards the 
ond of the New Year the unom- 
ployment question will begin to 
solve itsclf, not because of in- 
creased prosperity’ but because 
the drop in tho birth-rate which 
has shown Itself from 1915 on- 
wards will begin to cxercise o 
marked effect on the labour mar- 
ket. If prosperity increnses, in- 
deed, there may even be a short- 
age of workers. : 

The Introduction of a penny 
post and reduced freights and pas- 
senger foros within the Empire 
would also be a forward. step. A 
common Empire currency {a to be 
hoped for, but, J fear, will not be 


. fseen In 1982, ‘ 


The End of 
“Dismal Jimmies” 


Says SIR WILLIAM 
CRAWFORD. 


The closing months cf 1931 have 
ended with an outlook of brighter 
induatrial conditiona for Britain. 
It is my hope that theve conditions 
will continue and bo bettered, and 
that we shall havo done with 
brooding over depression. 


It would bo wise to remembor 
that ‘news travola faster to-day 
than it did a century ago, and Is 
consequontly magnified. National 
hardships in the past often pass- 
ed unheeded over tho head of the 
man in tho atreot, instead of caus- 
Ing the panic that thoy tend to do- _ 
to-day. We shoyld bear this in 
mind and anticipate the goo 
time that fe surely coming, 

Wo have before us the unlimited 
possibilities of an Empire which 
covers a quarter of the world, in- 
cluding a great part of the richest 
and lenst doveloped lands. With 
those possibilities wisely dovelop- 
ed wo cannot do other than march 
forward to prosperity. 

But we muat not stand and walt 
and talk. We must think and act 


—now! 
e¢ 8 # 


We Shall Become 
“Air-Minded” 


Saye SIR ALAN COBHAM. 

1 believe that 1932'la going to 
bo a year when we shall take great 
‘jumps forward. Things movo in 
Jerks, as I have noticed, and in 
this coming leap year wo are go- 
ing to leap very much Indeod. 
Trade depression will Jift, and 
progress will be most marked In 
overy field, 

In particular, J can confidently 
predict that thore will be a great 
boom in aviation. We shall be- 
come “air-minded.” People . will . 
realiso that wa crept out of the 
dangerous stage in civil fying 
years ago, and that it is now as 
safe to travel by air as it ls to go 
by Innd; and perhaps safer. The 
hire of alr taxis’ will become more 
common, and wa shall sec an aoro- 
drome attached to every town, and 
probably o landing ground cloaoto - 
evary village. : 

But first we have got to educate 
Local Authorities up to the new 
movement. They have got to 
reallse that investment in an asro- 
drome or o landing ground is wise, 
since it is more than an I[nvost- 
ment {n mere land; it js also bring- 
ing traffic to their town. They 
must learn this, and abandon thelr 
dusty ideas. I gm ‘working as 
hard as I con towards this. .end, 
and 1982, I think, will see..my 
hopes fulfilled. Maite 


Revolt Against 


Armaments | 
Says LT..COM. KENWORTHY. 


My main hope for 1932 lies in 
the revolt of the common peoplo—- 
farmers, artisans, doctors, shop- 
keepers, and so on—against the 
Intolerable burden of armamonts. 
I hope that this wild hpppon in all 
countries, for all countries are 


auffering.-France, in this. matter,.--—-..4 | 


is no better off than we are, for 
with falling trade she {fs suffering 
from rising taxation and rising 
unemployment, both due directly 
or indirectly to militarism. 

And in this country fifteen shill- 
{ngs out of every pound of taxza- 
tlon goes tawards armamente or 
the strengthening of military re- 
sources, ee 

The present expenditure on pro- 
parations for’ hypothetical war 
cannot posalbly continue untess 
we-have all. taken leave of our 
senses, I am hoping that in the 
near future there will © be © such 
an uprising of popular. opinion 
against war that the militarlate 
and their colleagues, the arma- 
ment makers, will be -brushed 
aside, The League of Nations oad 
help In this, but only if Russia awd 
America decide to join the forth- . 
coming World Conference ins 
helpful and constructive spirit. 

In conclusion, trade in this 
country will improve {f taxation is 
reduced (and the reduction of 
taxation depends to a large extent 
Upen disarmament); if the tarlff 
obstacles to trade all over. the 
world are removed. or . reduced’ 
and if we come to & settlement in 
the matter of war debts and re- 
Parations; and the best way to do | 
ue would be to wash them ‘all 
ou fe Pt ; 

An all-réund reduction of arma-' 
manta would be a step forward. 
It fs my masn hope for 1982. 


_|BAITING TEACHER. 


-{about that’ more risky. pest 


€ 2 


RECENT’ article in “the 

Evening Dispatch dealt. with 
aome practical fokes which. chil-. . 
dren of dormer days were wont to. . 
May on thelr . elders, but. what 


ime 
:pehool- - 


baiting. tho. much. abuse 
achool-days certain br 
sesmed 


ter?. 


7 | tale 
+f which -thi 
- | accompliéhed. 
gentleman. 


FATAL MOTOR: 
. SMASH. 


DRIVER CHARGED WITH 
MANSLAUGHTER. 


The fatat accident {n Waterloo 
Road on Wednesday ‘when an 
edyth coolie was killed had a se- 
quol at tho Kowloon Magistracy 
bofore Mr. Fraser this morning 
when a Jorry-driver named “Wong 
Kam-loung. was charged with 
manslaughter. . 

It was alleyed that whilst in 

“teyIne to overtnko another lorry, 
defendant's vehicle collided with 
n hondtruck in Watorloo Road 
near tho Kowloon. Hospital,  kill- 
ing a man between the shafts and 
injuring two others, 

Inspector Mason applied for 
remand when the case was men- 
tloned this morniny, and his Wor- 
uh{p accordingly remanded the 
cone until to-morrow morning. 


a 


' 


NO REPLY SENT TO 
ULTIMATUM. 


(Continucd from Page t.) 


hal are contributing ‘financial as- 
slatance to the Nineteenth Route 
Army. Reprenentatives of the 
public bodics will look after the 


fund. 
BUSINESS FEELING. 

The <Ansocinted Chambers of 
Commerce In China, with their 
headquarters in Shanghai, held a 
meeting to dixcuas pence with 
Japan, 

The 
go long on the Japanese declined to 
leave Chapel and Woosung there 
should be no pence negotiattiona. 
They further held that settlement 
of the Shanghai ‘swar' must) be 
negotiated together with the Man- 
churian problem. This meeting: 
denounced the proposed establish- 
ment of a buffer zone in Shanghai, 
insisting that the Japnness muat 
clear out.—Renaha, 


meeting resolved that 


WORLD DIVIDES 
SUGAR TRADE. 


QUOTA SCHEME, 


Brussels, Feb, 18. 
The International Sugar Con- 
ference has agreed to Mr. Chad- 
bourne’s acheme for the limitation 
of ‘sugar production. 

-Under the quota system now 
endorsed, Java {a allotted a 1932 
export quota of 1,860,000 tons, 
Cuba ia allotted an export quota 
of 2,360,000 tons, Germany’s limit 
ta 360,000 tons, Poland is permit- 
ted 308,000 tons in_ exports, 
Czecho-Slovakin's share is 670,000 
tons, HLungary’s 34,000 tons, Bel- 
xium, 30,000 tons and Peru’s 371, 
000 tons.—Reuter. 


SILVER MARKET. 
IDLE. 


HONGKONG DOLLAR 
DECLINES. 


Silver is unchanged both in 
London and New York, but the 
locat dollar has dropped 1/8th, the 
demand rate being 1s. 6. 3/161. 

London reports a fentureless 
market, with conditions very 
quict. After the official fixing, 
the market ruled idle. 

Now York is also unchanged, but 
tho market fs steady. 

Locally, the market is a little 
steadier than yesterday, but there 
is prnetically nothing doing. - 


DE BEER’S CLOSE 
DOWN MINES. 


STAGNATION OF 
- INDUSTRY. 


. Kimberley, Feb. 18. 
It ts officially announced that De 
Beer's mines are being closed down 
on March 81 owing to -the very 
acrious conditions prevailing {n the 
diamond trade. 
_ The company considers that a 
complete cessation of diamond pro- 
- ‘duction will tend to produce con- 
fidence in the. trade and will lead 
to an cariler revival of the diamond 
industry.—Retter, ae 


HOME FOOTBALL 
RESULTS. 


LEICESTER DEFEAT. 
WEST HAM. 


Longue football mavches play 
xue. foo matches ed 
to-day, resulted: as . follow: va 

.. > First Division. : 
Lelooater . 2 West Ham 1 

. Third Division (North). 
Walsall “2 Tronmerg 1 
0.. Barrow 8 
. 7. seReuter, - 


CHADBOURNE EXPORT 


te 


THE’ HONGKONG TELEGRAPH. |} 


SHIP COLLISION 
JUDGMENT: | 


N. Y. K VESSEL TO 
‘BLAME. 


—— 


C. N. CO. SUCCEEDS. 


Declaring that the Toyooka 
Maru was the chief contributory 
to the collision with the ss, 
Kiangau, the Chief Justice (Sir 
Joreph Kemp) this morning gave 
hin Judgment for the China Navi- 
gation Company against the Niv- 
pon Yusen Kaisha. 

The Chief Justice, found in 
favour of the China Navigation. 
Company in both instances, allow- 
ing, their claim for $40,000 and 
diemissing the counter-claim of 
$40,664, 

Mr. Eldon Potter, K.C., and Mr. 
F.C. Jenkin, K.C., instructed by 
Mr. M, M. Watson of Messrs. John- 
ston, Stokca and Master, were for 
the pleintiffs and Mr. H. G. 
Sheidon, Inetructed by Mr. E. 8. 
C. Brooxos, of Messrs, Haatings, 
Dennys and Bowley, was for the 
Nippon Yusen Kaisha. 


The Judgment. 


After -reviewing the clreum- 
stances leading up to the collision 
his Lordship sald, in part:—lI 
have no heaitation fn snying that 
the main cause, oat Icast, of the 
collision was the action of the 
Toyooka Maru in crossing the 
fairway Into fox. It was a very 
dangerous course to take, and sho 
might with safety have anchored In 
the then clenr water to the south 
or south-cuat of her 7.43 a.m. poai- 
tion, She was perhaps again at 
fault) in not porting when she 
heard the Kiangsu’s fog signal at 
7.44 am. but Ido not so find and 
J do not base my judgment in any 
way on that allegaiton. I think 
that {t ls no anawer, to my finding 
above, that the Toyooka Maru had 
“reached an anchorage ground 
and should have been ‘stafe,” 
‘One reply to that remark i4 that 
she had not anchored but was atill 
moving across the area, with fox 
aixuale sounding. on her starboard 
ow. 


Collision Avoidable. 


1 have also come to the concli- 
sion that after sighting the other 
ship, the Toyooka Maru could 
have avoided the: collision by at 
once dropping anchor, an obvious 
manocuvre and one which ought 
almost to have been nutomatic un- 
lens the Toyooka Maru had then 
no way on. I find that she had 
way on, The master admitted 
that it would have been bad sea- 
manship not to drop anchor if 
the Toyooka Maru had had way 
on, but he snil-that she was natn 
standstill. 


Another important piece of 
evidence ia that the Toyooka 
Maru’s stem was bent to port by 
the impact. This would have 
been very difficult to explain {f 
the Toyookn Maru had been 
stationary in the water, scelng 
that the Kiatiysu was then turn- 
ing under starboard helm. The 
crew of the Toyooka Maru were 
standing by to anchor, the 
operation could have . been _ per- 
formed -at once, and ‘the Assessor 
agrees with me that the first an- 
chor dropped would have had an 
almost immediate effect, and that 
there’ would have been no colll- 
ston. The Toyooka Maru was 
thus at lenst the main cause of 
the collision, and she could also 
by ordinary care and skill have 
avoided it at the Inst moment. 


Excessive Speed Not Proved. 


The next point is the speed of 
the Kiangsu. The master said 
that at the moment of sighting 
he was going at “about 6 knots 
over the ground”, or “about 4 
knots through the water”, thus 
putting the tide nt nbout 2 knots. 
The master of the Toyooka Maru 
puts the tide at about 1 knot. 
The Kiangsu’s preliminary act 
puts the tide at “14% to 2 knots”. 
{ havo taken it ns 145 knots, and 
the Assessor agrees. It would 
appear therefore that the Kiangsu 
was going at a little more than 
4 knots through the water on her 
own showing. ... The onus was 
on the Toyooka Maru to prove 
excessive speed, and she has fail- 
ed to prove any speed higher than 
a Httle over 4 knots through the 
water. * 

Border Line Case. 


It- was also urged that the speed 
of the Kiangsu was any case ex- 
cessive becnuse of a certain rule 
of practice which ‘has been laid 
down fn, varfous ways in 
different cnses.... The Assns- 
sor {fs of opinion that a little over 
4 knots through the water was 
not an excessive speed for this 
purpose, arid that any reduction 
below that specd would have 
made the margin of safety rather. 
fine. Tho cnse seems to me to be 
very’ near the border line, but I 
am. not prepared to differ from 
the Asscssor’s opinion on, 
thls point. I. therefore find 
that the Kiangsu was navifa- 
tIng “at a moderate spee ng 
careful regard to all tho cxlsting 
circumstances and conditions”, up 
to’. 7.429 om. when) In|’ my 
opinion tho second of ‘Article 
16 comes into Play and practical- 
ly ‘supereodes the first part of that 


sot q tbe thls picture which shows a small section. of ruined Chapei 
bd rfl paged Bombardments of the past fortnight. There are acres of territory like 


following the terrible fires 
this all displaying t 


he enormous ruin and havoc create: 


in this once crowded area. 


— 


Article, : 

On the other ground of + com- 
plaint I hold that the Kiangsu wos 
to blume. She may have been 
justified at firat in nssuming that 
the fog signals of the Toyooka 
Maru were those of an outward 
hound ship which would obey the 
starboard rule, and so that they 
were the signals of an ascertained 
ship, but .at 7.47 a.m. at latest 
when those signals had become 
nenrer and finer on the port bow, 
she should have realised that the 
other ship was not behaving as a 
norma! outward bound ship would 
vehave, and she should have then 
treated that other ship ax fn un- 
ascertained ship and she then im- 
medintely stopped her engins, but 
continued on her course, 

 Quertion of Onus. 


{t was impossible on the cv 


_[ dence to eny Sf the nonstoppage ot 


the engines had any physical 
effect in lelping to produce the 
collision. 
nes had been stopped, tnere might 
have been no collision, but, on the 
‘other hand, the collision might 
have been worse. : 


As the evidence did not clear 
up the point, one was driven back 
on onus, He need not give his 
reason, said Sir Joseph, but he had 
como to the conclusion that, as the 
Kiangsu had broken. a statutory 
rule, and had done a wrong thing 
in regard to another vessel, the 
onus was upon her to show that 
the wrong thing did not physical- 
ly contribute to the collision, 
She obviously failed to discharge 
that onus. That finding, however 
did not dispose of the matter, be- 
cuuse of the “subsidiary” rule, 
that a ship, herself antecedently in 
fault, can nevertheless recover in 
full if the other ship, also in fault, 
could have avofded the collision 
by the exercise of ordinary care 
and skill. 


Mainly Contributory. 


In the ‘present case he was sati- 
sfied, that it was the Toyooka Maru 
which mainly contributed to the 
accident and the rule was here 
invoked In favour of a ship which 
contributed in only a minor degree 
to the collision. Further the 
Kiangsu’s negligence was not the 
initiating act of the manocuvres 
which resulted in the colliston, 
but was a negative default into 
which she was betrayed by. the 
noaitive negligence of the Toyooka 
Maru. 


It was argued that even if 
the Toyooka Maru ‘was to 
blame in not anchoring, she should 
be excused on the “agony of the 
collision” principle, but he 
thought that that: principle was 
inapplicable in the case of a ship 
which was herself mainly respon- 
sible for the existence of the 
agonising moment. 


Could Have Avoided Collision. 


He therefore cnme to the con- 
clusion that though the Kiangsau 
was negligent in not stopping her 
enginca at 7.47 a.m., yet that was 
not In law a contributory cause of 
the collision, because the Toyooka 
Maru could: have avoided. tho 
collision by the exercise of ordin- 
ary care and skill, Le., by dropping 
anchor, 


The Toyooka Maru brought her- 
self into’ the position of danger, 
and dofault of the Kiangeu was 
duo to an error of judgment in the 
ambiguous position created by the 
Toyooka Maru horsolf., Ho, thore- 
foro found that the Toyooka Maru 
was wholly to blame, and ontered, 
judgment: for the China Naviga- 
tion Company, with coste. 2 


. The, Royal Observatory reports 
that the: northern portion of the 
anticyclone has-moved oastward, 
leaving a - separate - anticyclone 
central to the west of ‘Shanghal, 
Local” *forecast:—-N.E- ind: 
moderate; fair. 


If the Ktangsu’s engi- |. 


FANLING GOLF. 


STARTING TIMES FOR- 
SUNDAY. 


“New Courne. 


1.82 am, G. T. May, W. D. Harris, 
- 9.40 om. J. Gardner, Mrs. Watnon, 
4.48 nm, Mrx. Sherry, J. 8. Dyken, 
1044 am. R. A. Rodgers, Mrs, 
Rodgers. 
Old Course, 


1.92 nan. H. Dultey, J. B. Lanyon. 

9.14-9.20 a.m, Not to bo booked 
by travellers on R28 a.m, 
Train. : 

2.24 am. W. 1. Valance, C. W. FP. 
Booker. 

PLR am. A. S. Adaomaon, J. J. 
French. 

9.32 am, A.D. Humphreys, RC, 
Low, 

30am, LG. 5. Dodwell, 0. E.C. 
Marton. 

O40 «ea. Larry Montes, ED. 
Matthews, 

1.44 am, W. Stewart, J. G. Cump- 


bell. 
CG. B. Johnson, A. B. 


148) om. 
Raworth. 

1.62 am, G. A. Leiper, H. M. Muir, 

9.66 om. J. D. Humphroys, J. W. 
Alabaster, 

10.00 a.m. A. Kidd, P. S, Grant. 

10.04 am. L. M. 8. Lloyd, J. R. 
Callin, ‘ 

10.08 am. G. Thomerson, E. R, 


Price. “ 

10.12 am. C. C..StarkeG. F. Hole. 

10.16 a.m. W. D. Denham, A. G. 
Coppin, 

10.20 a.m, A. R.'Cox, A. Webster. 

1024 J. Harrop. H. S, Dinsdale, 

10.28 a.m, A. E. Lissamon, W. C. 
Shields. 

10.32 am. L. Yates, C, Mycock. 

10.36 om. €, Thwaltes, W. 
Clark, : 

10.40 a.m. Y¥. Segalen, W. S. Hillier. 

10.44 a.m. A. W. Muir, H. Hampton. 

10.48 om. G. W. Tolmio, D. J. 
Mackic. 

10.62 am. E, Stone, W. A. Weight. 


mond, 
11.04 u.m, R. K. Valentine, W. M. 


Barton. 
11.08 am. S.J. H. Fox, 1. H. C. 
: — Highet. : 
11.12 a.m, G. R. M. Robertson, R. 


M Giddy. : 

11.16 am. G. C. Worrall, R. C. 
Webb. ‘ 

11.20 a.m, A. O. Brawn, E. J, Ed- 


~_ wards, 
11.24 a.m, A. Reld, H. A. Mills. 
11.28 am. J. K. Jones, D. Block. 
11.32 a.m. G. R. Horridge, J. Divett. 
11.36 am. T. J. Price, H. G. Wal- 


lIington. 
11.40 am, A. J. R. Wolff, H. Lowe, 
11.4 a.m. T, R. Chassels, J. Thayer. 
11.48 a.m. B. J. Lacon, E. Kern. 
11,62 am,-J. D. Danby, C. C. 
' 


Roberts. ! 
11.66 a.m, R, Stock, C, F. Hyde. 


MOTORIST FINED 
TEN. DOLLARS. 


FAILURE TO CARRY 
LICENCE DISC. — 


Mr. F, Burrell, of Messrs. But- 
terfleld. & Swire, was summoned 
before Mr. Schofield at the Central 
Mogistracy to-day, for parking’ his 
car, on February 7, in Mount 
Kellett Road, prohibited to motor. 
traffic, and for falling to carry an 
spproprese licence . lfsc. The 
police stated that the incident 
occurred between the War 
Memorial and Matilda Hospitals. 


Mr. Burrell complained that his 

rmit for driving In that road 
fad been cancelled and he had not 
been notificd of puch action. 


Auspostes Alexander said oa 
mits issued last July were effec- 
tive until June of this year, but 
in the-mcantime, in September 
Inst,a Government regulation had 


been. introduced requiring that). 


.. THE BANE RATE... | 
ndon, Feb. 18. 


fees he pald for such permits. 
notification was‘ sent through. the 
post to each individual holder,. re- 
quiring that‘auch fees be payable 
in January.. 4 aes 


“Als Worship, after the ‘poattion : 


ined to the defen- 
dant, ‘discharged him on -the: first 
summons, and firied-him $10,on the 
other count of ‘falling to ca: 

fHeence dise, °°" : 


had been exp 


10.60 am, C, W. Jeffries, J. Coul- 


“off gold” last) September. 


= RADIO— 
BROADCAST 


A LECTURE ON INFANT 
WELFARE, 


By Z. B, W. on a wavelength of 365 
metres (845 K.C.’s). 

6.00-7.00- p.m. Chinese Programme. 

6.00-6.30 p.m. The Srd_of a serics 
of lectures on “Infant Wolfaro”: by 
Doctor K. 3. Shin, M.B., B,S.—'Tho 
Growth and development of Children.” 

7.00-10.80' p.m. European Pro- 
gramme of vittor and H. M.. V. Ree 


cords. 
7.00 p.m. Stock Quotations, Mail 

Notice, etc. y 
7.05-7.27 p.m. 

The Fire-Bird (Igor Strawinsky). 


Philadelphia Symphony Orchestra 
conducted by Leopold Stokowski, 


6773-6775, 
7.27-7.44 p.m. 
Sonata Appasssonata (In F Minor) 
¢ thoven). 
: Harold Bauer (Pianist). 
_ Ant Movement-Alle: anal. 
2nd Movement-Andante con moto, 
8rd Movement-Allegro ma: non 
troppo, 6697-6688, 
8.00 p.m. (Local ‘Time and Wea- 
ther Report). 
7.44-8.60 p.m. Operatic, . 
Song-Mignon-]’m Fair Titania 
(Thomas). 
Song-Tales of Hoffman-Doll Song 


{ Offenbach). 
‘ Marion Talley (Soprano), 6718. 
Orchestral-Madam Butterfly-Selection 
(Puccini). 
New Light Symphony Orch, C1429, 
Song-Pagliacci-No! Punchinallo, No 
Morel (Leoncavallo). 
Song-Pagliiacci-On With the Play 
meavallo). 
Giovanni Martinell! (Tenor). 6764. 
Violoncello Solo-Die clateraingor- 
Prize Song Awa er-W ijhelmj). 
Violoncello Solo-Tannhauser-The 
Evening Star (Wagner). ~ 
: Pablo Casals. 6620 
Song-Tales from the Vienna Woods 
Betti-Strauas-La Forge)... 
ucrezin Bori (Soprano). 6600. 
Orchestral-Samson and Delilah- 
Bacchanale (Saint-Saens). 
Orchestral-Damnation of Faust- 
Rakoezy March (Berlioz). 
Philadelphia Symphony Orch. 682: 
Song-Don Quichotte-Finale 
: Massenct). 
Feodor Chaliapin (Bass). 
8.50-9.47 p.m. Variety. 
ong-Fonso (My Hot 
Spanish Enight). 
Humorous Song-I Just Can't Figure 
it ont at All. 

Gracie Fields, 33565. 
Orchestral-Cupid’s Hollday, 
Orchestral-Poor Little Gigvlette. 

Cole McElroy’s. Spanish Ballroom 
Orchestra. 22850. 
Chorus-“Dear Love”-Vocal Gems. 
Light Opera Company. C1809, 
Humorous Song-The Empire Party 


-Fat Flat Fish. 
Barony. E3473. 
Piano Bolo-Let Love Take Care 
of You, 


6693, 


Humorous So 


_ Piano Solo-I Found You, 
e Ra! 


fe da Costa. . R8987. 
(This record is by special reqrest.) 
Song-The Song of the Dawn, 
Song-It Happened in Monterey. 
John Boles (Tenor). 22872. 
Band-The Girl Friend-Selection. 
Savoy Orpheans. Cia0¥. 
Camp Songs-Actually a 
-R.H. The Duke of York's Gem. 


New Ronmey. 5 
Yanai Peymphont Cesn 
a 2 Oniqui . 
Franck) :Alfred reat and organ 


h 
Slr Landon Rooalée +  arsearse, 


Ronald. 
10.05-10.27 p.m. Orchestral. , 


Funeral March of a» Marionette 
Ban Franciece Bymphony Orch. 6089 
jan Frane reh. . 
Midsummer hte Dreasn : 
(Mendelsachn). et 
San Franciaco Symphony Orchestra 
-under the direction of Alfred 


es 6675-6576, 
10.27 pm. Rugby Mid-day 


10.30 p.m. Close Down, 

All records in the above Exropean 

grammes are kindly tupplied by 
&. Moutrle and Co, - 


The Bank of 
ber : 


raised from: 44 


[The rate w: 
whon. Britain 
i 


‘to & per cent, 


“Keltic” - 
7 and 
“Bective” | 

FOOTWEAR, 
- For Mon! 


Tho: sizes and fittings 
are so numerous that 
every normal foot: can 
be accommodated with 
tho utmost ease. 


They are designed: by highly skilled. craftsmon working 
upon -tho finest materials and will be found economical’ 
and surprisingly durable in wear, All alzea now showing 
from size 4 to 11 in Black and Brown Calf suitable for 
all occasions. — eT, : : 


. Sole Agents 


WM. POWELL LTD. 


10, Ico House Street. 


“ATHENA.” 


Tai ping Building, 4th Floor, 
10, Queen’s Road, Central. 
: “Tel, 28826," 
March with the times and be a LEADER.— 
in your city;;in your community, in your circle’ 
and in your family—of fashionable good taste in 
MODERN AND FUTURISTIC FURNITURE - 


AND DECORATIONS. 


Live in the comfort luxury of future generations. 
Demand and obtain the best! Visit us and be 
convinced. - 


SHOES HAVE 

WON THEIR WAY: 
TO POPULARITY ON 
“MERIT “ALONE 3227.7 


GORDON’S 


i" 
AND THEIR DEMAND 
INCREASES’ EVERY 
DAY 2. 2 1 1 etets 


_ GORDON'S, LTD. 


‘Footwear Specialists, 
22, Queen’s Road C, 


COMING: SHOHILY 
TO THE. KING'S. 
ed 


| = 


SALESMAN WHO. 
EMBEZZLED. | 


CHINESE NEW YEAR 
TEMPTATION. - 


“] think the sooner we got rid 
of Chinese New Year the better, 
smilingly remarked Mr, Wynne 
Jones ot tho Central Police Court 
this morning when he was inform- 
ed .that oa Chinese who was 
charged with embezzlement, had 
ylelded. to temptation because he 
had no money for the festivities. 

Tho defendant, 4 salesman in’ 
the oly Aad ue el acpecotieg a 
wi nm » was c 
wii enipeaslerment of.$25.40. « 

A plea of guilty was entered: by 
the defendant. ss sna 


In. -re 
Wilkio 


ngland discount 
dened to Potty 


went [salary 


(N 


A 


2 M@ Hhaaowecoooes 


NOTICE OF REMOVAL. 
Pe eon ae 
Owing to limited space at our Registered Office, 
Alexandra Building the public is hereby notified that 
beginning from February 22, 1932, we shall remove to 


2, DAVIS STREET, KENNEDY TOWN 


Our New Factory Premises. 


CHINA CAN CO., LTD. 


Tin Lithographers and Can Manufacturers. 
Tel. 20304. 


~ What's that! - throw 


away my old razor? 


Yes, just that! Gilleue offers you the New, vastly improved, 
genuine Gillette Razor with 5 of the wonderful super-keen, 
double-edged, double-service, New Gillette Blades — FOR A ° 
‘SRIFLE MORE THAN YOU ORDINARILY PAY FOR THE 
BLADES ALONE! 


This New, positive-registration Gilletce Razor guarantees 
exact alignment with the newly designed Gillette Blade. It locks 
the blade in place... holds it rigid. Every stroke is swift and 
smooth, No pull... no scrape. Your beard comes off close and 
dean. 7 

It is costing Gillette tremendous sums to make such a libvral . 
offer, Yet Gillette ix plad to do this so that you can well afford 
to throw away your old razor which has done yeoman service 
and enjoy the benefit of Gillette’s latest development. 

Don't delay! Go now to your dealer and ask for the Gillette 
“Good Will” Sct. Buy—before the supply is exhausted. 


GALLETTE SAPUTY RAZOR CO,, BOSTON, U.S, A. 
Mulles ac Phipps (Asiad Led., Hongkong, 


NOTE THE NEW FEATURES 


6. Wunderlul New Processed 
Made with keenest, stnoothesr 
shaving cilges slat slemce cass 


2, Patented positive + sepissation 
razor that awures tea} saving 
comfort. 


Rarot and blade aprcialty 
treated—eesiits tarnish or dix 
colouration, 

Channeled tart guard allows 
the blade ta engage the beacd 
with » fall cucting edge, yet 
with perfect safety. 

. Reinforced raror comers pres | 
vent damage If dropped. 
Cut-out comers of blade pre- 
veat razor pull, 


- PROTECTED BY PATENTS THE WORLD OVER 


‘ 


~<S RAZORS and 
ette wane 


1 toma paid to” 


GOLF CLUB 
' MEETING. 


NEW SCHEME FOR PAYMENT: 
- _BY LADIES. 


AS FROM APRIL 1. 


Subserlptions for Indy membors 
of the Royal Hongkong Golf Club 
wore ngain discussed by members, 
at n largely attended mecting Inat 
night, when a resolution, actting 
the subscription at not more than 
$3 a month, was carried. = The 
Committee's scheme, which will 
come Into operation on April 1, 
provides for a fee of $2 9 month 
for all playing as8ocinates, and $5 
a‘year for those in the junior sec- 
tion, 

In addressing the members, Mr. 
L, G. S. Dodwell (captain) anid: 

At the annual meeting Inst Decem- 
ber, the Chairman briefly referred to 
the matter of Indies’ subscriptions and 
n vote was taken at that mecting, 
which unanimously npproved of the 
suggeation that the new committes 
thould go closely into facts and de- 
{nile and draw up a acheme or pro- 
position with a view to bringing it 
Into effect. 2. * 

Under the Articles of Association 
and powers veated in. the General 
Committee, it ‘would. undoubtedly 
appear that. the proposed — menyure 


could be adopted without reference to: 


the members, but xecing that specific 
notice of this proposal was not given 
prior to that meeting, ond aa the 
Committee do not contemplate any 
action in opposition to the wishes of 
the majority of the members, 't was 
decided to call thix extraordinary 
general meeting. 
Reanons for Action. 

Our late Chairman mentioned one 
or two. rentons why Indies should 
now be called. upon to subscribe and 
it would be as well to record theso 
reasons, and others, as in themselves 
they answer many, if not all of tho 
objections previounly raised. 

It Ia not logicn! that something 
should be given for nothing. 

It ts even less logical when ono 
section of the membera are dircctly 
or indirectly subscribing for the 
henefit of others. 

Once upon o time there was 4 cry 
to the effect that marricd men mado 
the Club, and would not be fairly 
trented if they hnd to pay extra for 
Lady relatives, 

Analysis of present day member- 
ship shows that out of just 1.000 
members and subscribers, now prv- 
rent, 422 have registered Indy rela- 
tives to a total of 447, Thus you will 
ace that some 678 members and sub- 
scribers, or Well over half are pay- 
ing for tho free golf ond denofita of 
the ladies related or unattached. 

The memborehip. has renched, if 
not passed, aaturation point, and he- 
fore reetriction comes Into force, 
{it cannot be long delayed) it hardly 
acema right that a male applicant 
for full membership, willing to pay 
the entrance and full subscription, 
could not do so when at the time wo 
have a considerable number of Indy 
membera using the Clubs.and cours 
entirely free. 

Ladies in Favour. 

Tho Ladies Committce is definitely 
in favour of the proposal. 

At the moment probably less than 
half of the lady players subscribe 
voluntarily to the Ladies’ Section 
Special Fund, and part.of that.moncy 
is devoted to certain benofits, opon 
to those Indies who do not subscribe.. 

Although the Club ‘Is doing well, 
we have to adopt 8 ogressiva 
policy and thin is impossible without 
funds, At the moment we have not 
fot any surplus funds and tho over- 
draft stands at about $25,600, there- 
fore if we ore lo wait until funds aro 
nyailoble, ail progress or expanaio: 
must stop for some years. + : 

Tt is difficult to form a close 
estimate of the revenuc on the basis 
now proporcd but ns far as wo can 
dudge it will bring in between $8.000 
ond $9,000 annually and alter allow’ 
ing for a grant to the Ladics Com. 
mittee, cost of collection, ete. about 
$7,000 should bo available for devclop- 
ment. 

It has alrendy been auggested that 
we pressed with the improvements 
to the existing Ladics Club House, 
these tnking the form of a now 
atorey with bedrooms and a Jounge, 
and extending the existing ground 
floor verandah to form # decent light 
alry space for meals, and offering 
a much better view of Coursc.. 

Whereos | am not in a position to 
give n definite promias as regards the 
utilization of funds, it is obvious that 
we shall be in a better position to 
proceed with this work and general 
progress, if the proposed resolution 
ig _approved. 

If Ludics subscribe, or become non- 
playing members, all will have to bo 
registered nnd’ this” will ansist in 
the general contro] of tho Club. 

Scheme Drawn Up. 

Coming nuw to the details of the 
subscription, T would advise you that 
a-Sub-Committee of tho General Com- 
mittee was appointed to_ 0 into facta 
and ‘figures. Thelr findings were 
Inter discussed and o fow alterations 
or amendments made by tho General 
Committee and-the following scheme 
fa now proposed. If approved it will 
bo brought into foreo on April 1. 
‘The fcea are—$2 a month for oll 
(registered) — playing Associates— 
except for Junior Soctlon who will 
pay $5.9 year. - 

Non-playing Associates-—Lady ree 
latives (ic. wives, daughters, siators 
and mothera of Mombers and Sub- 
scribers) no chargo; Unattached $5 0 

ar, . 

7 The Lady relatives of Lifo Mombers 
and Honorary Members to bo exempt 
from Subscriptions. : 

Only one change ef status from 
playing to non-playing, and vice versa 
admissible wi ordinary cireum- 
stances. - ae : 

Subscriptions to start from 
All voluntary: contributions ‘paid® for 
turrent. year to’ Ladies Section to.be 
credited to individuala ae: subscrip- 

Club.on April-1 


rita. | 


GOOD FORM SHOWN 
BY HACHIUMA. 


’ §. E. GREEN BEATEN IN 
_ ‘TENNIS TOURNEY. 


Producing one of the most cna- 
tertaining matches to date in the 
open singles tennis"champlonship, 
the second round encounter be- 
tween Y. Hachiuma and S. E. 
Green yesterday was watched by a 
large crowd, who saw the youthful 
Japanese player eliminate the 
erstwhile champlon: in straight 
sets. . oe 

Green, atlll displaying a punish- 
ing backhand drive and a. rather 
deadly short cross-court forchand 
shot, presented Hachiuma with 2 
dMcult proposition and the young 
man emerged with flying colours. 

Making . well-timed ground 
strokes with excellent precision and 
a nice swing on either hand, he 
succeeded In sustaining tho rallics 
and often came uo. for n short one 
to drive into the corners for an 
ace. . He was, quite naturally, fas- 
ter than Green, and he used this 
advantage to the full. Hachiuma 
has quite a little way to go before 
he can regard his game as nde 
quately developed, but there is no 
doubting the possibilities contain- 
ed in his display yesterday. 

A. L, Sullivan, M. W. Lo, W. C. 
Mung and D. B. Evan: all advanced 
to the third round, none being ex- 
ceptionally. extended in their 
matches. : 

The rosults in detail were: 

Open Singles. 
(Second Round). 


D. B. Evans beat W. Woo 1-6, 6-4,/° 


6-2, 

Chiu Chun-chlu beat Wong Kam- 
fuk 6-1, 6-2. 

A. L. Sullivan beat G. A. White 
6-1, 6-0. © 

M. .W. Lo beat Firdos Khan 6-1, 
8. 


> os 
. Y. Hachiumn bent 8, E. Green 6-2, 
Se 

a Y. Ho beat A, H. Rumjahn 6-2, 


1-5. ‘ 
- W. C. Hung beat F. A. Redmond 
4-6, G-1, 6-3. 

¥.'V. Segalen and Iu Tak-lam, left 
unfinished with the scores of 2-6, 9-7. 

To-day’s Programme. 

No. 1 Gourt:—Szeto Pick v R. R. 
Hambly. 

No. 2:—Luk Ding-cheung v Feroz 


Me 

No, 3:—H. Owen 
Wal-ling. 

No. 4:—-F. A. Redmond v W. C. 


—R. Géomillet v T. Akiyama, 
:—Ho Ka-lau v E, Zimmern. 


————————————— 


Maximum subscription for any one 
family os regards Indy relatives to 
be'$5 monthly. = 

The Club to make tho Ladies 
Section 9 grant (estimated. not to 
exceed $600 annually) to cover 
various expenses. 

No lady with male relatives in the 
Colony to be eligible as an associate, 
unless auch male relative is at least 
a non-playing membor or subscriber, 
or belongs to tho Junior Section. 

Lady visitors to the Colony will pay 
green focs at rates to be fixed by. tho 
General Committee. : 


The question” of ‘absent -fees- for }- 


Indies will nlso receive consideration. 
Chief Objection Removed. 

It will, be observed that we have 
made provision for a man resident to 
join ss a non-playing member at a 
reduced subseription, yet enabling 
his lady relatives, who subscribe, to 
use the Courses and Club Houses. 
This removes one of the formor chiof 
objections. : 

Provision {s also mado for. the 
member with ecvernl playing ledy 
relatives, tho maximum su cription 
for such relatives being $5 0 month. 

It may de argued that some 
distinction in the way. of oa 
different subscription should be 
mado for Indy relatives, and 
wmattached Indies, but I can assure 
you that this matter hos ‘been most 
carefully considered and the present 
all round sum of $2 waa approved 
(vith only ‘one dissenting vote) by 
the General Committees. 

It Is‘very casy to suggest this. or 
that sum, but when you come to cone 
sider all’ tho facts, the question of 
collecting, the different classes or, 
entegorics. green fees, ete, you will 
find that it {s not o& simple ao it 
appears aot first sight. 

{ would finally draw attention to 
the proposed Resolution which fs 
necessarily bricf. . 

No Inercane Intended. 

Tho reason for asking your sanc- 
tion now to a maximum subscription 
of $3 in to obviate tho necessity for 
a further Extraordinary Genor! 


+! Mecting, should it bo found advisnbl 


at some future date to raise the sub- 
scription. I may soy there is no 
such intention at the moment. 

Mr. A. B, Stowart soconded the 
resolution which read—That no 
Yadies resident in Hongkong shail 
after March $1 be permitted to use 
the courses and premises of tho Club 
except on payment of .such . sub- 
acription as the Committco may from 
eee ag time decom ft, bat not axceed-. 
ne er month in each case; 
subscription . to be pald in tho case 
of relativer of a member or " sub- 
seriber as if it was an Incresse of 
his’ own subscription; and that the 
Committee be authorized to. 
alter or ropeal all such byo-lnwa 28 
the ms bem neces or So 
venient for the. above 

wor to discriminate Between dlf- 
erent clunes. 


ittee og ‘hed to consider a 
wal 

ee "ot $1 for lady relatived pnd 

# for. unattached.-1 ;-moved’ by 
ir. .W. Cv. Clark, Tost... 


Hughes v Sai, 


make,. 


1 conforred, with 


JAPAN’S ULTIMATUM TOTALLY- 
| ‘UNACCEPTABLE. ©. 


PEACE PARLEY 


WHICH PROVED 


OF NO AVAIL. 


| Shanghai, Feb. 18, 9.24 p.m. 

To-day’s meeting between Chin- 
efe and Japanese delegates. hag 
broken up, .cnding in a deadlock, 
The Japanese 'delogate, Major 
Gencral Tashiro, who is Chief of 
Staff to Licut General Uyeda, made 
the following demands, namely: ~ 

Permanent diamantling of the 
Woosung’ aid Paoshan forts; and 
permanent withdrawal of all 
Chinero troops twenty kilometres 
from both sides of the Whangpoo 
Rivor, and twenty kilometres from 
the mouth of the Whangpoo River. 
_ Tho Chinese delegate, General 
Fan, the Chief of Staff of the 
Nineteenth Route Army, snid he 


was totally unable to accept these |. 


terms. Chinese. oMciala state, 
“Tho Japanese conditions aro in- 
tolerable, ‘and absclutely unaccopt- 
able.” * : 

Thus to-day’s forlorn hope of 
averting major hostilities around 
tho Settlement {is vanishing and 
it ia now relinbly understood that 
before nine o'clock to-night the 
Japanese demands will have been 
presented in the form of an 
ultimatum, giving a twenty-four 


‘|houra tlme Hmit for the Chinese 


withdrawal,’ before launching the 
big offensive.—Retten 


_ Ultimatum Delivered. 


Shanghal, Feb. 18, 10.58 p.m, 

At 8.45 p.m. a communication, 
presumed to be the Japanese 
ultimatum, was_ carried, by the 
Japanese Vice Consul and a Staif 
Major and presented at the offica 
of Major Wu Tehchen, addressed 
to Gencral Tsai, commander of the 
Nineteenth Route Army.—Reuter. 


Six Demands. 


: Later. 

General Uyeda’s ultimatum is as 
follows: 

Firstly, the Nineteenth Route 
Army shall cease al] hostilities 
und complete its withdrawal 
twonty kilometres from the Settle- 
ment borders by sundown on 
Saturday. 

Secondly, if the Chinese troops 
withdraw, the Japanese troops will 
not advance from the areas ad- 
jacent to Hongkew, nor open fire, 
nor bombard or purauo the Chinese. 

Thirdly, all'Anti-Japanese activi- 
tics shall cease. 

Fourth, s committee of investi- 
gation shall be despatched to ascer- 
tain whether or not the withdrawal 
has been completed, 

Fifth, the safety of Japanese 
lives and property must QB 
sured and all “plain clothes” activi- 
ties shall be curbed. 

Sixth, the Japanese reserve the 
liberty to act if the abovemention- 
ed domands sre not naccepted.— 
Reuter, : 


-Firing Continues, 


- Shanghal, Feb. 18, 6.82 p.m. 

While the peace” parley ~ is in 
progross both sides have moved up 
reinforcemonta. 

The quictness was disturbed at 
3.10 p.m. when a dozen shells wero 
fired by Jopanese guns stationed 
near the riflo range at Hongkew, 
inthe direction of Chenfju, 

At 4 p.m. elx Japanese planes, 
including four bombers, flew over 
the Tien Tong An railway station 
and amptied their machine guns 
on the vicinity. Thoy then pro- 
ceeded to fly over the Markham 
Road area. - : 

. Japanese troops, tralled by pack 
horses carrying mountain guns 
and ficld campaign supplies, con- 
tinued to movo towards Klangwan 
from Woosung slong the military 
road throughout the morning. 

There was desultory Chinese 
firing, at Kiangwnan—Oxr Oven 
Correspondent. 


China's’ Resistance. 


Nanking, Feb. 18. 
A traveller who has just ar- 
rived from Loyang declares that 
he saw a network of trench .sys- 


‘tems extonding northward from 


Pukow to Hsuchowfu and from 
Hauchowfu westward .to ‘Loyang. 

Everything, he said, Indicated 
that the military’ leaders wero 
working in co-operation, and 
were determined to reaiat any 
possible Japanese advance, not 
only at Shanghai but all ovor 
China.—Reuter. 


* Railways Defended. 


ot Nanking, Feb, 18. 
That China fe determined to re- 
sist evory inch of the Japanese 
advance everywhere in China is 
indicated by the fact that a not- 
work of trench, systems [s boing 
constructed all along the Ticntsin- 
Pukow.ond Lunghai Rellways, for 
a thousand miles; while the Chinese 
leaders show a very fivin determinn- 
tion. grimly to resist the Japanese 
advance wherever {t may be forth- 
coming.—-Reuter, . ; 


Canadian Airmen. - 


ee ‘ “Ottawa, Feb. 18. 
ighty. members of ' tha’ Royal 


Canadian. Alr Force “who have 


come under the economy axe, have 
Me :, tho Chincae ‘Con- 


-| Charles 


Marshal Feng Iii, 


: ; Nanking, Feb. 18. 

Feng Yu-halang {8 seriously iil 
with diphtheria at’ Hauchowft, 
His temporature Jast night was 
106 degrees. the ate 

Closo associates doclare that his 
extraordinarily powerful conatitu- 
tion and will power are holping 
him to bear up. He Ja‘confident ° 
he will pull through: so’much go 
that’ ho intends’ proceeding to 
Puchong, the firat station north- 
ward of Pukow, in order to confer 
with Chiang Kaiehok, Wany 
Ching-wef and Li ‘Chai-sum.— 
Rettor. al : 


* Japan's Reactton. 


‘ Tokyo, Feb. 18. 
Like the vernacular papers, the, - 
officinl reaction to the Lengue'’s 
apponl appears to be resentment 
at its being ‘directed solely to 
Japan, as this is interpreted as 
projudging Japan as in tho wrong. 

Tha course to be followed: has 
not yet been decided, but as the 
whole procedure is. considored 
highly irregular, it acemsa probable 
that no reply. will be sent, but in- 
stead’ a statoment wil) be isauod 
clarifying the Japance — atand.-~ 
Reuter. . 


British Feeling. 


London, Feb. 18. 

. Amid tho divided counacls there 
is at last emerging at least a big 
nuclous of agreement that the 
events in Shanhgal will not much 
longer be allowed to drift. 

Sir John Simon, whose hand is 
detected by many fn the Leaguo 
Note, enrns widespread approval 
for his’ “opportune,” “sensible,” 
and: “cool” action, the product of 
an incisive logal mind narrowing 
the latitude for evasion prior to 
the formulation of concreto re- 
medies. Some trepidation is na- 
turally betrayed leat the summon- 
Ing oft he Assembly will have the 
effect of enthroning tho Powera 
(by virtue of thelr numbers) who 
aro without specialised knowledge 
ct interests in the Far East, pro- 
ducing rhetorien) — flreworks 
amongst which the realities would 
be obscured, , e 

There ts an undisguised hope 
that Nanking will solve the pro--. 
blem dy a disposition to treat be- 
fore the present lull has been, 
transformed into renewed hoatill- 
tles. The boycotts . front. which 
Britain has suffered in the past 
are recalled by tho opponents of 
British embrollment, like the 
Morning Poat and Datly Matt, 

Chorus Growe Stronger. 

On tho contrary, the chorus of 
demands for a “strong hand” {5 
clearly growing in volume, an In- 
dication of veor{ng sympathies by 
some provious friends of Japan, 
articularly since the using of the 
international Settlement as o base 
of operation. = Pd 

The Times {s among those, and 
writes that Japan fs entitled to 
expect more satisfaction than 
China hae been prepared to give, 
but public opinion regretted that 
Japan did not take the League Into 
her confidence, and alienated A dos 
pathics by- methods of terrorism. 
‘Inpan, especially the military 
party, is mistaken if she imagines ° 
that the comparative moderation of 
the protests hitherto made _repre- 
senta the last word of the League 


and the. Powers with definits and | 


palpable Intereata {n China." 

The case for immediate action 
{x pithily put in a letter to the 
Times, the sinnatories deing’ 
Lord Cecil, Sir James Salter, Sir 
Addis, Sir Arthur 
Professor A, D. Lind- 
sty and Professor Gilbert 
Murray, contending that sub- 
mission to the “military, dictator- 
ship” by Japan in'the Far East will, 
have disastrous repercussions in 
India and cleowhere in the Empire, 
and urging Britain to secure 
American co-operation: with the 
Lengue and exert diplomatic and | 
economic pressure to compel 
Japan to‘respact tho collective 
system of sanctity of treaties. |. - 

The Daily Herald's Genova cor- 
respondent says the Jmnression is 


‘Haworth, 


growing that Japan plans to do - | 


some kind of deal over, Shanghai, 
if she cnn thereby get away with it 
in Manchuria.-. 

The Daily Telegraph emphnalzes 
that . apparently America fs not 
associating herself directly with . 
the League's Note, but Ia carofully 
confining her : representations to 


ee 


the protection of the interests of | : 


her own natlonals.<—Reuter. 


US. Perturked. aos 
+ New York, Feb, 18. 
The State Department is. dis-_ 


turbed, according to the New York - 


tho Japanese reply to th 


appeal will maintain the Japanese. © 


position as being unchanged, Japan . | 
refusing to undortake not to oeenpy’ 
to 


aul Genoral,‘offerng thelr services | C 


tothe Chinese Afi 


rear—Reutere 
American 8 Seomace Es 


-_ Guarding homes . 
throughout the World! | 


MANUFACTURERS = LIFE 


SUMMER DISCOMFORT 


€¢ 


- THE HONGKONG 


FIROUGHOUT the world today there-are 
thousands of fantilles who live happily in 


the protection of Manufacturers Life policies. 
With Head Office in Canada, this great service 
is extended to the people of thicty-two countries 
through Manufacturers Life representatives— 
a nervice available to you at any time and in 


any one of these countries in which you of 


your beneficiaries may live. 


Aniatie 


SHEWA 


THE 


insurances Company 
HEAD ‘OFFICE . TORONTO, CAMADA 
AyentionK, Jd. HQ Mitchell, 
Building, 
Crnten Regresentive V 
wy 1b Shtnse 


Hangrhang: 
Kerrier 


A 


can be avoided 


Insulate your roof with 


INSULATING LUMBER 


Estimates & Particulars from 


Sole Agents. 


“WHERE SHALL YOUR 
ADVERTISEMENTS — BE 
PLACED TO DO THEIR: 
UTMOST--—TO REACH 
THE MOST PROFITABLE 
GOAL?» 


The reply can be found 
in another question.— 


WHICH NEWSPAPER GOES. 


INTO THE HOMES OF 
THE COLONY DAILY AND 


ALSO CIRCULATES IN THE 
OUTPORTS?. . 


, 


TELEGRAPH - 


N TOMES & CO.. 


be 


THE HONGKONG TELPGRAPH. FRIDAY, 


: 
7 


Ne 


* Cirerdation Bachei phy Chartered Accountants, Certificates. 


CINEMA SCREENINGS. 


NOTES BUPPLIED BY THE 
THEATRES, 


Emmet Sherwood, the 
celebrated author of 
“Waterloo ridge,’ was born in 
‘Americi, In New Rochelle, Now York, 
April 4, 1808, He attended Harvard 
University in the study of the liberal 
niia, stressing: Uterature, Dramatic- 
editor of the American periodical, 
“Vanity Fair’ and nssociated-edtlor 
of “Life” in Jater years, ho won the 
title of “the stago and screen'a 
novercnt critic.” Turning bin writ- 
Ing talents toward the atage of a few 
yenrs tgo, he wrote “The Road to 
Rome," “The Love Nest” “The 
Queen's Husband" and several other 
distinct bits before “Waterloo Bridge” 
and {tx ensuing sensational reception. 

Mr. Sherwood made special trip 
to California and personally colla- 
borated with Jamon Whale In bringing 
“Waterloo Bridge” to the sereen, Mr. 
Sherwood, witneased no considerable 
part of tho work of the distinguished 
enst engaged in filming it, a chat that 
includes Mao Clarke, Kent Dougtnss, 
Doria Lloyd, Ethel Griffen, Frederic 
Kerr, Enid Bennett and Bette Davie. 

The picture, a story of a girl of 
the atrectn. in London’s trying war 
dayr. in showing at the Central 
Theatre now. : 


Robert 


“Up for the Cup.” 


Sydney Hownrd had quite a lot of 
fun when enncting some of the neenes 
for bis new film, “Up for the Cup,” 
in Yeadon, Yorkshire, 
Sydney's birthplace, and 
during noo brenk in filming, 
and nick Raymond, the producer, 
decldat on on Htde refreshment tn the 
focal bestetey, 
te the popabar Paproany 
cottine Chore at penee wwith Che world 
ther cvegheagd a dscacdan concern. 
Ine the merits and demerits of Jack 
Racmend amd Sydney Toward They 
Te tema ve itty ee One of the partie 
Cipante on the conversation Infarme| 
the room at dare that he considercd 
doch Ravcnond Britain’s bert pro. 
deer, and someone elxe endeavoured 
feotetter hime by saying be thought 
Sedney Hownrl the greatest comedian 

That sweeping statement 
coped from onan unexpected 


one day, 


and while 


on 


Theatre 
“Atways Goodbye.” 


The road te stardom in notion 
pieturee ds a long and weary ene and 
it tikes years for the fertunnte few 
ever te reach top, Yet as all tradi- 
thons are rmashed, sa wan thix one, 
netrens owho accomplished 
seominely Impossible wan Elsaa 
Landi, the scintillating Minglish actress 
who is starred in the Fox picture, 
“Atwoyn Goottbye,” naw -playing at 
the ‘King’s Theatre, 


and the 
the 


Universal's ! 


Howard { 


They hied themselves | 


BAITING TEACHER. 


——- 


(Continued from Page 0) 


He was a buehclor, and one day 
the  colour-schemes ofthis boots 
and.socks- were in most violent 
vonfilet, no it wna decreed that the 
lags shotild keep [te united gaze 
fixed unwaveringly on the master's 
feet. The result was one of the 
moat enbarracsing lialf hours he 
had ever spent, and In the end ho 
became ko acutely aware of our 
uttentlons that he had to tuke ro- 
fuge behind his desk, where tha 
offending members were hidden 
from the public xuze. 

Another day one of the more 
daring members of the clasg at- 
tached a thin thread to one of the 
électric Hights, and at suitable in- 
tervals caused it to sway alarm. 
Ingly, apparently without any 
cause whatever. The culprit waa 
discovered in. the end, "however, 
and a suitable penalty inflicted, - 


Breaking the Silence. 


Rubbing one’s wet finger over 
the polished tops of the hollow 
desks produced, when skilfully 
done. a noise somewhat resembling 
distant. thunder, and during a 
very quiet interlude a most efTec- 
tive diversion was the rolling of a 
marble, “accidentally dropped,” 
from one end of the floor to the 
ether, Another trick, very difi- 


Yondon ix cult to bring home to the perpetra- 


| tora, was for the members of the 
class to blow thelr noses or Knife 
Joudly fr sequence round (he class, 
(This, too, had a very denoval ising 

mons it Wha 
SiMewlt ta proceed with the lescon 
amid the resultant noise, while 
Tsatvels he enuld bot object ta our 
Dlowlny eur pases or anifting: from 
this cold on a raw winter's morn. 
cing, 

A practicn which was not en 
cournyeed wat Cie use of “stink- 
bombs.” ax they were termed, and 
it was only on rare oceasions that 
they were used, aa sgene yally the 
odor, reminiscent of bad eggs, 
was power!) enough to attract 
the attention of some other mas. 
fer who was probably more able to 
cope with the situation, 

Besides these “stink-bombs” 
other instruments could generally 
be obtained from obscure Httle 
shops whieh seemed to eater speci- 
ally for the needs of the achool- 
boy, One of these others was 
mnevzing powder, whieh could al- 
‘most make one believe that a pers 
I epidemic of colds was rageineg, 
even in the summer, There was a 
corlain master, who, when he was 
about ta xneows, had the habit of 
tapping hin fingera on Lhe desk in 
front of him. This) was duly ob- 
served, and one day when he had 


jeffect on the mus 


Tt touk but two pictures to raise 
Miss Land) to the verg pinnnele of 
filmdom, Guing to Amerien to 
enact Uhe leadings rales ins the: Broad. 
“A Farewell 
Fax Film executives were 
wed with ber 


way stare production 
To Aw 

ro bmpres 
that th 

in the or 
and Soul” 
no ren}, and so favourably 


performaner 


: 

« 

he 

wins 

nurse on voice fram the corner of the 
room stated with quiet frony, “Ah, we 
atamped dtoon his face afore fe left 
tere’ Obviously ono local inhabitant 
with ne oxen oof humour! Tht» 
Jatewt Brith comedy siecese is 
showing from Sunday at the Queen's 


: received 

by critics and public alike, that studie 

ng) threw precedent to the 

four winds and starred her in “Always 

Goodbye her second picture, 
| 
1 


In “Afways Goodbye" Mise “Landi |-sbrtiek, 
impersonates Liln Banning, who has, toned dnetrument, bowe 


vot the pace for Mayfairs' society st 
the cost uf her small fortune. 


tankropt, she realizes that she hua | 


{been tending .a life far above her 
means, yet she drends the theueht af 
sinking down to the middle class, Her 
tempestuous, Aerey nature then leads 

i 

1 


her into 
soon onmech her in a network, 
tnystery and suspected crime. How 
she finally clears her name of all 
suspicion and wins the right to the 
one man the really loves, and eannot 
cay “Always Goodbye” to. furnishes 
une of the most surprising climaxes 
that have been sxecn on the sereen in 
many a woek, 

In support. of Miss Landi a most 
able cast with Lewis Stone and Paul 
Cavanagh in the featured roles, John, 
Gotrick and Lomsden Hare have the 
other important party, William 

1 Cumeron Menzies and Kenneth Mae- 
Kenna co-directed, 


n series of adventures which | 
of 


“Doctare’ Wives,” 
In choosing “Doctons Wi 


Baxter's latest sereen offering, com- 
ing next Sunday to the King's 
Theatre, Fox selected an unusal 
dramatic theme played against a 
background never hefare featured on 
the screen. i i . 

While mony post novels, stage 
pays and rereen dramas have fena- 
tured the heroic services of doctors, 
none have brought realistically the 
hopes, ambitions, conflicts and inner 
doubts of thelr wives to attention. 
Consequently, When Henry und Sylvia 
Liefornnt’s  stnsational “novel was 
lirought to the attention of the Fox 
script department, if was inatantly 
recognized an an most 
ject for wereen entertainment. 

“No sooner had-I rend the scrip,” 
Frank Borznge, the director, declared, 
“than FE knew here wan o story rich 
and compelling In human Interert, 
and one element necessary for all 
sereat gereon dramn, Warner Baxter 
was the logical choice to portary Dr. 
Penning, the succesful and nmbitiour 
surgeon of the atory; but who to east 
for the young idealistic, pretty, sua- 
picious, emotional doctor's wife pre- 
sented n amore difcult problem.” 

Only after innumerable tests of 
every available netrosx wan Joon 
Renactt finally chosen for the coveted 
role of “Nins’ Wyndram," © doctor's 
daughter who marrica a doctor to 
become one. With n legion of women 
condemned to obscurity . under the 
titin of doctors’ wives. : 

The stary, revolves’ about their 

 tentpeatuous ‘fomance vind marringe 


ae tae 


as) 
the most suitable material for Warner | 


owerfal sub 1. 


a gold.a quantity of snivezing-pow- 
der was placed on the desk, with 


rosults Chat emir well be imagined, 


‘Too Risky. 


also smith glass 
rather. resenwbled 
but 


There were 
rhes whieh 
tink-bombs" in appearan 


1 9 ‘ f iy : 
; : . shen put o the fire, ox. 
Her charneterization my which, when ] int 


‘otoded with a very alarming noise, 


Tiehite the Jocust-bean seed was a 


substance which, when seraped 
along the floor by the foot. pro- 
duced an altogether | unearthly 
The uscof the lastenen- 
p was 
‘much toa ebvious and therefare 
trinky to be practised much, 

ft will therefore be seen that 
the schooimaster’s job is perhape 
not to be envied go much as some 
people make out, ax the tricks 
mentioned were only seme of Chase 
perpetrated bytone. clues which 
Chad each moater perhaps only onee 
leach day, and if hiv other five or 
Lsix et seach performed sim 
trvk toean catply be said) that 
jthes rootmaster caro his salary 
hand his Jong holidays, 

: PENDA, 

i Pee Se ae . 
-INFORMER’S REWARD. 
| ACTION AGAINST BRITISH 

GOVERNMENT. 


Cairo, Feb. 18. 
An action is being brought 
against the British Government for 
£37,000, . being “reward hereto 
entitled” by an Egyptian named 
| Helbawi, who greatly assisted the 
[authorities iu tracing the = mur- 
j derers of Sirdar Sir Lee Stack In 
1924, : 


services, the reward which the 
government offered at the tlme.— 
Renter's Special Service. 


NAVAL. FATALITY. 


SEAPLANE CRASH IN 
MEDITERRANEAN, 


oe Malta, Feb. 18. 

One occupant of a seaplane from 
the nircraft) curricr Courageous 
was killed when the plane crashod 
into the sen off Marsa, Sctrocco. 
The other occupant cacnped by 
using a | Darachute.—Reutor’s 
Special Service.” 


whith ex on.the rocks when the 
young doctor's wife fails prey to the 
suspicions Rowo-In her slnd by hor 
mother who insistx that women 
pationts seck out her husband for 
other than medical attention. She is 
finally mado to understand that her 
suspicions -are entirely unfounded on 
{net, sind that s, doctot'a duty to 
humanity {8 justly. grentor than his 
own. porsonal life, - 


Helbaw! received £10,000 for his 


P. & 0, BANKIN 
CORPORATION LTD 


(Incorporated in England, 1920.) 
ests 88,080,000 
2,094,100 
"190,000 


Authérlacd Capital ...+ 
Subseribed aod Fald Up 
TNeserve Fund ...:.6 . 


TRAD OPPICE: 
122, Leadenbatl Btrvet, Londun, EC. 8. 
- WHET LONDON BRANCH. 
14-16, Cockspus Btrest, London, 8.0.1 


) BATAVLA 


“PRANCNESi—Dombay, Calcutta, Calleat, 
Colombo,  Tongkong, Madras, Shenghal, 
Singapore. 


AGENCIES :—ta all the prinelpal towns of | D 


the world. 

General Fxcusnge and Nanking Duslness 
trapearted. Loans and overdrafts granted on 
approved security, Current and Fixed Deposit 


ecoounta 
BAVINGH BANK ACCOUNTS +—Interest 


allowed at rates which may be obtalned on 
application, 

TRAVELLERS CHEQUES ISSUED. 
Pesseowere ‘traveliicg Homeward are ri 
commended to ottain a Latter of Credit from 
as, which can be cashed through the Purser 
of any P. and 0. or D. 1. 8. N, Bteamer or 
at any of the Branches of the Corporation, 

W. J. WADDINGTON, 
Acting Manager, 


THE BANK OF EAST ASIA, LTD. 
Established 1918. 


HEAD OFFICE: 
10, Des Vocux Road, Central, 


HONGKONG. 


Capital & Surplus over H$8,000,000 
Total Resources over 11$30,000,000 

Every description of Banking 
and Exchange business transact- 
ed, 

Current and Fixed Deposit Ac- 
counts in Jocal and foreign cure 
rencies opened for cilenta. 

Savings Account and Safe De- 
posit Hoxes, 

Hranches and Agencies all over 
ihe world, 

KAN. TONG PO, 
Chief Manager, 


MAMAK HOCKEY. 


ROYAL CORPS OF SIGNALS 
MEETING C.B.A. 


The under mentioned players will 
represent the Royal Corps of Signnls 


against the Central British Associa- 
tion at King’a Park in the Mamak 
Hockey Competition at 5.16 p.m. this 
afternoon; Sigmn, W, Browne, 
Sigmn. F.-W. Gillott, Corpl, T. P. 
Saunders, Sigmn. A, EB. Hardy, 
Slemn. L, Pationce, .Sigmn, R, . 
Morris, Sigmn, F. W. Chaffey, Sigmn. 
L. Williams, Lieut, PF. hiteway- 
Wilkinson, Sigmn, J, CG. Cameron, 
LCph G, P. Wiggins. 3 


Lenguo Table. 


The league table brought up to 
date is an follows: 


Incognito ... 
St. Andrew 
Signals .. 
CBA. 

Police ... 
TASC. 2.05. 8 


LOCAL FOOTBALL. 


KOWLOON TO PLAY CLUB 
AT CHATHAM ROAD. 


‘The following team will represent 
the Kowloon’ -Football Club Firat 
Eleven versus the Hongkong F.C. on 
the Kowloon Football Club Ground, 
nt 4,16 p.m, to-morrow: 
London, Martin, Bliss, McKelvie, 
Dunean, Dominy, Hi, Gillott, Cotton, 
Eustinan, Reserves, Bryant, Phillips, 
Blake. ‘ 

The Cullowing team has been chosen 
to represent the  ALK.E.C. Int XE 
nyninst Kowloon Football Ciub:on the 
Kowloon Ground on. Saturday, at 
mls pan. —Rodger, S. Strange & 

vi M, Railton, Skinner & Bald- 
Alexander, Segalen, E. Strange, 


KE. Railton & Fowler. 


RUGBY' TO-MORROW. 


HONGKONG F.C. TO PLAY 
KOWLOON. 


In. rugby match on the Club 
ground at Happy Valley at 4.30 pam. 
to-morrow, the Hugby Section of the 
Hongkong F.C. will be represented 
by the following: 

A, F, Jenkins; 
Lieut, “Hamilton (S8.W.B.). 
Gallcthey (8.W.B.), Private Lewis 
(S.W.E.); MW. Furner, J. A. Re 
Selby (Capt); G. C, Moutric, L/C 
Tratt, Cpl. Soutar, F. R. Birch; 
W. He Peors; Lieut. Crewe Read, 
Ll. G. Robertson, P. Watkinson. 


G. P! Lammert, 
Lteut. 


ee 


LADIES' HOCKEY. 

The Hongkong Ladies’ Hockey Club 
has arranged an Inter-club matoh nt 
Sookunpoe on Saturday, at 8.80 pan. 
Tenma areas followa:— ” 

Coloura:* M. Bird, BE. M. Gray, J. 
Smalley, O'Hagan, B. M. Pope, E. 
Roas, B. Laing, M.' Smalley, P.M. 
Narrop, A. G. Orme and B Black- 
burn. : 

Whites: J. Harris Walker, M. 
King, A, Nicol, N. Cooper, A. Owon 
Hughes, B. Franklin, & King, <A. 
McEIncy, FE. Bonnar, C, Ferguson and 
WH. Kn ame 


BANKS. 


THE CHARTERED BANK. OF 
INDIA, AUSTRALIA & CHINA, 


Incorporated by Royal Charter 105%, 
‘ 
MEAD OF FICK1-—~LONDO! 
Paid-Up Capital .,. 
Reserve Fund oa 
Beserve Liability of. Proprivtors .. 2,000,000 
AQENCING AND DRANCAES. 
ALOR STAR ILOILO RANGOON 
AMIUTHAR — 11'0H galGON 
BANGKOK = KARACIN SEMARANG! 
BYREMBAN . 


KLANG 
KODE BHANGILAL 
KUALA SINGAPORE 
KANGBAR KITIAWAN 
KUALA SOURABAYA 
LUMPUR , TAIPING | 
KOCHING TLEMTAIN 
MADRAS TONGKATL 
LIT . MANILA (Dhaket) 
WAIPHONG MEDAN - TRINGTAO 
HAMBURG NEW YORK YOKHAMA 
HANKOW PEPING EAMBOANGA 
HARDIN Peking) x is 
RONQKONG PENANG 


BOMDAY 
CABCUTTA 
CANTON 
CAWNPORE 
oxnu 
COLOMDO 
DAIREN 


Foreign Exchange and opened Uenking 
business transacted, 

Current Accounts opened and Fired 
Deposits recelved for one year of sborter 
perlods at rates whieh will be qnoted on 
application. 

' 3. BTUART, 
Manager, 


Hongkong, i7th Acgaost, 1921, 


THE YOKOHAMA SPECIE 
BANK, LIMITED, 


Kaplial (fally pald up) . 
fwerva Fund .... 


+X. 100,000,00¢ 
+ oF 126,000,006 


HBAD ‘OFFIC: ORKOHAMA. 


: Tranchea and Agencies at 
Alexandria | Kal Yuer Itlo de: 
Untavie Kerach! Janeiro 
Merlin 
Itonbay 
Calcutta 


8 I 
Ban Franciece 
Bealtle 
Semarang 
Bhanghat ‘ 
Bhimonosak) 
Singapore 
BSourabaye 
Bydney 
Thentatn 
‘Tokyo 
Hongkong Tainanfo 
Honolula Teingtas 
Tatereat allowed on Current Accounts, 
Deposlte recaived for fixed periods at rates 
to be obtained on appileation, 


a. MORI, 
Manager. 
March Lith, 1081, 


Newchwang 
New Yark 
Ounke 
Palping 
Rangoon 


Hongkong, 


THE HO HONG BANK, 
LIMITED. 


(ESTADLIANED 1617.) 


Authorised Capital .. 
faved Capital .. 
Paid-op Capital ...seeseee 
Reserve Linbiiliiee of Share- 
Holders ssevasevovsnvare 
Barplue ciseceessee 


-fitralta $10,000,000 
+ £000,000 
4,000,000 


6,000,000 
2,526,009 


BRAD OPFICE:—SINGAPORR. 


Brenchea; Agencies and Correspondents te 
the principal cithee of the world, 
Every deseription of Danking and Exchange 


bustnese transected. - 
. TAN ENG HOO}, 
Mansaer. 


— — 


BANK OF CHINA. 


mised October 26, 13238, under epec' 

© of The National G foent ae an 
INTERNATIONAL EXCHANGE BANK 
Bubacribed Caplial «6 926,900,000,00 
Pald-Up Capital 24,720,000, 
arve Fuods 6,820,608.82 


BEAD OFFICE:. SIANGIAI. 


HONGKONG DRANCH, 
4, Queen’a Road Central. 

Owlog to ovr numeraty branchre Mn Chine 
ant @ connections In the impurtant com. 
mercial centree of the world, we are able to 
extend to our clients special facilities for 
domestic and foreign banking and exchan 

We also handle the tasue of Munda 


Gureviteh; |* 


other Public Funda of the Chinese Govern 
eoth at home and abroad. 
SHOU 2. CHEN, 
Manager. 


DODWELL & CO., LTD. 
Hovgkong..... ,.....Tel. 28021. 


CANTON AGENT. 
for . 
Gke 


Hongkong Gelegraph. 


THE SHAMEEN PRINTING - 
"PRESS, LTD, 
64-65 B.C, Shameen. 

Tel, 12037, 


HONGEONG -AND SITANGHA. . 
BANKING CORPORATION. , 
N 


Anthoriead Capita! ..... 
Ieaued and Folly Paid-ep .. 
Reserve Fundsi— 


Haeorve Liabiiity of Proprivtors ..¢neeersm 


HEAD OFFICK: HONGK i 
BOARD ' oF DImeorona 


Hov. Mr, 0. G. 8. Mackie, 
. ‘Chairman. » 


How. Mr; J. J. Patosoa, 
fi Depaty Obelrman, 
W. HL. Dall, a, T. EL Pearse, Mes 
A. HT. Gompten, Beg. J, A.’ Plomimer, Mes 
T. 1%. B, Shaw, Meg. . Cd. Miskin, Keg. 
J, Po Warren, Eag. | 
. Ve M. GRAYBURN, Kee. 


anor. 
BANGKOK - 
BOMBAY 


. : neraye 


MAIPHONG 
HAMBURG 
DANKOW 
HAMBLIN 
HONUKE® 
ILOILO | 
iwolt 
JOUORR 
KOnR TSINGTAQ ey, 
KOWLOON YOXKONAMA ; 
KUALA LUMPUR ‘ 4 


BUNOED PATAM , - 
TIENTAN - 
TOKYO 


Current Accennts opened tn Local Garrene 
aud Fixed Deposits reastved for one year 
shorter perluds tn Local Currency and ‘Bteriim 
on terme which will be quoted on applies#ie 

Honekong, 18th Way, 1041, . 


HONGKONG SAVINGS BANE 
The Uuatness of the stove Bank te won . 
ducted by the HONGKONG AND BHANGRA) 
BANKING CORPORATION. Rules mas & 
obtained on appitestion. 
FOR TUE HONCKONO AND Sv ANote 
DANKING OCGRPORATION, a 


ve. M aRAynuR, 
Silat Masi 
Hongkong, 16tb Juty, 1980. noe 


THE NATIONAL CITY BANS 
OF NEW YORK, 


HEAD OFFICE: 65, Wall Stree, 
New York 
Capital, Surplus 
and Undivided 
Profits .......U.9,$224,654, 201" 
Branches in:— 
ARGENTINE 
DELGIUM , 
BRAZIL 
ORILE. 
CHINA 
COLOMBLA 
cuba. 
DOMINGAN , 
REPUBLIO 
INDIA" 


UJAPAN 


ITaLy . 

|. Commorcial and Travellers’ Les 
;terts of Crodit, Travellers’ Chaques 
'Billa of Exchange and Cabit 
|Transfére bought ‘and sold. Cur 
rent accounts ond. Savings Bav)> 
accounts «opened and Fixed De 
posits jn local and foreign currer- 


Y/cies taken at rates that may bo a». 


certained on application to the 
Banke 2.0.2. tee at ee 
We are also able to offer ou 
Customers tho servicos of tha 
Branches of tho Internatio 
Banking Corporation in San Frav 
cisco, and Spain and algo of Ths 
National City Bank of Now Yor) 
(France)'8.A,, In Parls and Nice 
F. McD. COURTNEY, | 
Managor. 
Hongkong, 20th February, 198) 


a  EEnenanenmnaed 


NEDERLANDSCHE HANDEL 


MAATSCHAPPY, N.Y. 
(Netherlands Treding Gecksty.) 


BANKERS, 
— 
.ROTADLISUED 1024, 


Mongkong Offices: 11, Queen's Rosd, Osatrm 
ders 180,000,008. 


Sole Agents for Hongkong & 8. Chios} 


Mas 
_Hongkoag, 19} December, 1982, “ 


“THE DANK OF CANTOX 
LIMITED, « 


_ MBTABLISHED 1918, : 
Head Office:—Hongkorg. ° 
. Seo t 

911 200,0m 

BSR - 


tom, Shanghai, 
nu ef 
_Matgkok, New. ork, and 


askew, Rvaten, 
ban Five 


: LONDON SANKEEA)— 


‘The Licyd’s Dank, Limited. 

Correspondents tn all Prisetpes eftier 
world. ; 

Vara! 


} 
as. | 
yoibe tasted 
(Pertohe sins to, 

iy 


gUPeFTEHUTETTDNCH NG : 
" sod 


Sic] 


LONDON SERVICE 


MENELAUS = lat Mar, 
GHARPEDON «16th’Mar, 


LIVERPOOL SERVICE 


OOLIDS 20th Feb. "For Port Said, Havre, .tverpool, 
& Othagow 
For Port Said, Liverpool, Havro 


& Ginegow 
NEW YORK SERVICE 


MENESTIBUS th Mar For Boston, Now York & Baltimore 
vin Philippines, Port Bwottanham 
& Bingapore 


PACIFIC SERVICE (via Kobo & Yokohama) 


\XION 10th Mar. For Victoria, Van’ver & Seattle 
TYNDARRUS Mb Ape For Victoria, Van'vor & Senttle 


INWARD SERVICE 
TRIRESI AS Dio ith Feb Por Hhnnghni, Kobe & Yoko 
MEMNON Doo 2ith Fob. For Shanghal, Kobe & Yoko 


Alno cargo Htnamora with Umited 
Mo eatin ace P pasaonger accomm nintion 


for freight, prcarge eater art information apply to the andor 
mentioned, 


‘All bookings are aubject to th i 
Biot edie. 4 hoe provisions of the Qompany's 


BUTTERFIELD & SWIREB 


Agonte. 


For Marsoilins, Oasablanca, Landon, 
: Rotterdam & Hamburg 
Bor Marsolites, London, Rotterdam 
& Glasgow 


4GAMEMNON 6th Mar. 


REDUCED THROUGH TICKETS TO BUROPE VIA U.S.A. 
VARYING FROM £79 to £12(--9N SALE 
' —vg F 
SAN FRANCISCO vie Shanghai, Japan’Ports & Honolulu, 
ausos pity nt Ny eahendey, 24th Wob. 
pinyo Maru... oc. eee uae uosday, 8th Mar. 
SEATTLE, VANCOUVER vis Shanghai & lap Vora, 
Vikens Maru ae eee eee) Tuesday, lst Mar. 
iyo Maru... ... 2... Tuornday, 29th Mar. 
sONDOH, MARSEILLES, ANTWERP & ROTTERDAM vin 
Singaporo, Panang, Colombo & Suez. 
penny ee Saturday, 20th Feb 
arana Maru vows ee Saturday, 5th Mar. 
SYONEY & MELBOURNE via Manila & Porta. ee 
Kitano Meru Pon Saturday, 27th Fob. 
ane Maru Saturdey, 26th Mar. 


ee 


Shinyo Maru .. we Wednesday, 2nd Mar. 
BOMBAY vio Singaporo, Panang & Colombo. 
are vie se Monday, 29th Jan 
aga Maro... ow. oe) Friday, Lith Mar. , 
SOUTH AMERICA (WEST.COAST) vio Taps Honolulu, | 
be snseles Moxico & Panama. 
akuyo Maru... ... ... Thursday, (7th Mor. 
MEW YORK, BOSTON via Panama, : 
LIVERPOOL via Port Said, Coustantinople. 
Gonon & Marsoillos, 
“Lyons Maru fin esi 
CALCUTTA vio Singapore, Ponang 
: “Rangoon Maru... 


Monday, l4th Mar. 
& Rangoon. i 
aa lial Monday, 29th Fob « 
agato Maru ee 0 8 z 
SHANGHAL KOBE & YoKOHAMA, /UoNGRY: 8th Mar 
Kashima Maru ... 4. ... Saturday, 20th I’eb, 
Tango Maru ‘Kobo Direct) Monday, 29th Feb. 
,Hukodato Maru (Moji Diroot: Tuosday, ist Mar. 
- "Cargo only. “ , 
For furthor information apply to:—NIPPON YUSEN KAISHA 
Tolophono 30291, ({privato oxohangos to all Dopts. 


INDO CHINA STEAM | 
NAVIGATION CO.. LTD. 


ey enero 
SAILINGS SUBJEOT TO ALTERATION. 
Destination. Sailings. 


{0 TSINGTAU vin SWATOW Sun. 21st Fob at 
@ SHANGHAI : Wod, 24th Fob at 
: Sun. 28th Fob at 


Wod. 24th Fob at 
Wed, 2nd Mar at 
Satur. {9th Mar at 


Satur. 20th Fols at 


Steamers 
Fooshing 
Hlopasng 
Hangsang 
Hosang . 
Kutsang 
Yuonsang 


Kumsang 


7am. 
7 a.m, 


« Tom. 


to SINGAPORE PENANG 
E CALCUTTA 


“noon. 
3 p.m, - 
3pm, 
10 OSABA via AMOY. 9am. 
SHANGHAE @ KOSS | ; 


TO MOBB via AMOY, 
YOKOHAMA & OSAEA 


. TO OSAMA vin AMOY, 
. MONE ROBE 


- (0 SANDAKAN 


Yuonsang. Wod. 2nd Mar at Tam, 


Suisang Satur. 19th Marat 7am 


Mausang _-Sun, 28th Feb at 
Yusang Satur. Sth Mor at 
Hinsang ~~ Thurs. 10th Mar at 


Choongshing * Gun. 28th Fob at 
. Ohipshing Tuos, 8th Mar at 


Bor freight ox passage apply to —_ : _ 
JARDINE, MATBESOM & oO., LTD, ° 
' Telephone 30311. —— General Managers : 


3pm. 
noon, 


Tam. 
Tam. 


- CO TIENTSIN ela SWATOW 
8 CHEFOO 


noon.. ° 


_ OLD RESIDENT 
_ RETIRING.. 


—_—_— 


CAPT. BRANCH TRIBUTED . 
BY CHINESE STAFF. 


After more than 40 years {u 
Hongkong, , Captain B. Branch, 
Oficial Measurer, and one of the 


_{ beat known figures In the Colony, 


is duo for retirement, and Sa to 


, leave on March 4. Captain. and 
thelr’ 


Mrs. Branch will make 
future home in Auckland, Now 
Zealand, 

Captain Branch, who has been 
Official Mensurer since the office 
hero was inaugurated 23 years AY¥0, 
fa hold ‘dn high esteem by his 
ataff, and an indication of this 
was givon ‘youterday whon they 
gathercd to bid him farewell and 
present him with some souvenirs 
of his sojourn in Hongkong. 

Mr. Yip Kwal-wa, senior mem- 
ber of the Chincse staff, who was 
with Captain Branch when tho 
office was formed, In making the 
presentations, sald - Captain 
Branch was more than a {friend to 
them. He had been appointed 
when the staff consisted of ap- 
proximately 20 men, and by hi3 
ability and. diligence the office had 
prown to a size that necessitated 
nearly 100 men. In_ the carly 
days Captain Branch was the only 
European officer and worked 
single-handed supervising mea- 
suring both ashore and afloat. 
Captain Branch, he said, waa bes 
loved by all for his aincerity, 
courtesy and kindness of heart. 
Those who had served under him 
would lose o kind lender and oa 
valuable friend. He, on behalf of 
the staff, wished Captain Branch 
all joy and happincss. 

Captain Branch fa ono of the 
old school of seafaring men, 
haying learned the business Jn 
“snlla” when in 1876, aan boy of 
14, he sailed round the Horn. In 
hia early years he mado the ac. 
quaintance of most parts of the 
world, and as all seamen have, 
han an ilimitable repertoire of 
anecdotes and adventures to toll 
of every page in the atlas, 


The “Old Days.” 


Hin introduction to Hongkoug 
was oko long aro that Captain 
Branch admits he cannot remem- 
ber the exact date. It was, how: 
ever, in the daya when tho Blue 
Funnel steamer plied round the 
Chinn Const, when Queen's Road 
was the waterfront of Nongkonyg 
and when executions were prac- 
tically a daily occurrence in old 
Kowloon City. Captain Branch 
well remembers the occasion when 


the 21 plrates of the Namog were. 


decapitated within the old city. 
Captain Branch came to Hong- 
kong more than 44 years ago, he 
thinks, and has not visited Eng. 
land during that period, One of 
his home leaves was spent pros- 
pecting gold In Borreo and an- 
other in trying to logate coal de- 
posits, His first ships in Chinn 
Gonst waters were the old Mem- 
non and Ducation, trading fo 
Bornco with timber, For 2 time 
he sailed underithe American fag 
noon after the ocenpation of the 
Philippines, and was” master” of. 
the ill-fated Hankow. For many 
years he was on ships trading to 
Canton and the West River. He 
has had’ the usual run of adven- 
tures that the China Coaat 
mariner is liable to meet, with the 
exception of pirates, Never once 
have pirates boarded hin ship. 
Iiia deep-seafaring days ended 
in 1909, when the Chinn [ome- 
ward Freight conference estab- 
lished the measuring system for 
cargoes and appointed) him the 
first oficial. The measuring wea 
then confined to the Homeward 
and New York Conferences and 
for the beginning he had a stalt 
of five, but the business of the 
office has increased with the traf. 
fic through the port, and now he 
haa the nsaistunce of Mr. H. Nish 
and Mr. H, A. Kekwick, in addt- 
tion to nearly 100 Chinese, He 
has hod strikes nnd boycotts to 
survive in his capacity as mea. 
surer, and well remembers tho 
days of 1926 when he and Mr. 
Nish had to Je the best they 
could with the eargoes to be men- 
sured. = 
The staff yesterday presented 
Captain Branch with  a_ group 
photograph, a handsome Chinesa 
standard lamp, together with ao 
set of ten-poys for Mra. Branch, 
Capt. and Mrs. Branch . leave 
for Sydney on the Tanda - on 
March 4, 


DISARMAMENT. 


— 


“THE GERMAN SCHEME 
OUTLINED. 


Genova, Feb. 18, 
A large measure of agreement 
with the suggestions already sub- 
mitted-is shown in the German 
disarmament proposals, which 
Horr Rudolf Nadoln: prestaved *? 
the full conferenco thia morning. 
The abandonment of conscrip- 
tion, abolition of submarines, alr. 
craft carriors, tanks and chemical 
and dactorlological 
urged; also the prohibition of forte 
near frontiers, prohibition of 
heavy artillery outside fortrasac: 
and limitation of the callbra o: 
fortress guns and mortars. 
Tho naval Propoaals | aro a 
maximum of ten thousand tons for 


warfare are’ 


SHANGHAI RELIEF. 


“TUNG ON STEAMSHIP CO'S 
BIG DONATION, 


Further contributions have been 
mado by leading Chinese shipping 
companies, Nam Pak Hong firms, 
restaurants {In West Point and 
wonlthy Chinese residenta to the 
Tung Wah Hospital's fund for the 
reliof of distress in Shanghai. 

The most substantial donation 
{sn one-from the Tung On Stoam- 
ship Company, of which Mr. Woo 
Hay-tong, the well-known ‘ local 
Chinese shipowner Is tho Manag- 
ing Director. : . 

The Tung On Steamship | Com- 
pany has decided to allocate tho 
whole of the pnssanger carnings of 
the satenmers, “Paul Beau!’ and 
“Charles Hardouin” from Canton 
to Hongkong, for the perlod of two 
weoks, to the Fong Bin Hospital in 
Canton for the purpose of caring 
tor the thousands of refugees who 
are on their way to Canton from 
Bhanghal, 

The Fong Bin Hospital ia the 
loading Chinese charitable or- 
ganisation In Kwangtung ond 
undertakes work similar to that 
dono by the Tung Wah Hospital 
in Hongkong. The Fong Bin Ifos- 

{tal has beon advised by Shang- 
at anking it to make preparations 
to receive thousands of refugoes 
from the North. 


Another. $26,000 Collected. 


On Wednesday the third day of 
their vialta to the Ieading Chinese 
firms seeking donationn, the dirce- 
tora of the Tung Woh Hospital, 
under the leadership of Mr, Chan 
Lim-pak, have succeeded jn col- 
lecting $26,000, The Directors of 
the Tung SVah Hospital will con- 
tinue their campaign for funds. 

Tho Man Yunn Restaurant. In 
West Point allocnted the entire 
earnings of yesterday to the Tuny 
Wah Hospital fund. The Lok Tao 
Tao Restaurant and other restau- 
rants In West Point have all pro- 
mised part of their earnings dur- 
ing the coil ne two weeks for the 
relief fund. The hundreds of em- 
ployees working in the Man Kwok 
Restaurant will donate — their 
February wages. The same rea- 
taurant will alao contribute 10 
per cent. of its earnings for the 
coming month to the Shanghal 
distress. . 

Among tho latest contributions 
received by the Tung Wah _Hos- 

ital are $3,000 each from the 
Bineere Company, Nam Hol Com- 
mercial Association, and Kan 
Wang Ip Tong. The Bank of East 
‘Asin and The Sun Company have 
ench donated $2,000, 


British Line Helps Refugees. 


Since the commencement of the 
disturbances numerous wealthy 
Cantonese families have arrived 
In Hongkong but the poorer resi- 
dents with their wives and chil- 
dren have been stranded, Most of 
them desire to return to Canton 
but not all of them can afford to 
make the journey, With a view 
to helping these unfortunates, 
Mosara. Butterfield and Swire Ltd. 
have reduced the atecrage rate on 
some of the company's’ stenmers 
on the ~“Shanghai-Hongkong run 
and is working in co-operation 
with the Cantonese Club, the 
Kwong Shiu Kung Sor, in Shang- 
hii in handling the refugees re- 
turning to the South. 

The first B. & S, bont from 
Shanghai, the 3.8. Kiungchow, will 
eave to-day with a batch of re- 
fuyees muny of. whom are on their 
way to Kwangtung and Kwangsi, 
The Jine fs only charging the re- 
fugees $6 far the whole trip in- 
cluding thelr three menla a day 
which, it is understood, will mean 
# Joss to the Company. 


AN: ARMED ROBBERY. 


MASTER OF A RICE-SHOP 
VICTIMIZEN. 


*A daring armed robbery was 
carried out in a rice merchant's 
shop in Reclamation Strect, Kow- 
loon, Inst evening, when two men 
held up the master, and after 
gagging and binding him made of 
with $20 in money. _ 

According to a report mado by 
Lai Sheung; muster of the Sheuny 
Tai rice shop of 602, Reclamation 
Street, about 7 p.m. yesterday two 
men entered by the front-door and 
one of them asked him if he 
wanted to buy some scissors. 
Suddenly the other man seized 
him by the neck, at the samo time 
whipping out a dagger. They 
took him to the kitchen, and aftor 
having gagged him, tled him to a 
water tub, They wore in the shop 
for about five’ miinutes, and thon 
loft, tuking. with them $20 In ten 
cent pieces. ; 

Having managed to release hint- 
golf, which was beforo the robbera 
left the shop, the man raised an 
alarm, but the two intrudors made 
an effective cscape. — Oo 


, a : 


enpital ships, and: imitation of 
‘cruisers and destroyers, . 

. A limitation of oxpenditure and 
system of cconbroning esa 
equally applicable; to. a 
Powers ia hivocated i outer, 


‘ 


te} Mrs. 0. Scott, Little, and Mr. 
‘T#,. Longyear ‘acco ed 


‘DOMESTIC LIFE 
“DISCORD... 


—— 


INDIAN COUPLE AIR 
TROUBLES IN COURT. 


Hearing of a summons by Mrs. 
Mariam Farid, againat her hus- 
band Mahomed Farid, for alleged 
cruelty and wilful neglect to. pro- 
vide maintenance, was continued 
before Mr. Schofleld at the Con- 
tral Magistracy, yesterday after- 


noon. . ‘ 

Mrs. Hajira Hoffman, a friend 

ofthe family, stated that sho had 
known Mrs, Farid since girlhood. 
Knowing of their troubles, she had 
offered hor good .offices as a 
mediator to the defendant on mest- 
ing him: one day in Hennesscy 
Road. Tho conversation turned to 
getting Mrs. Farid to, return to the 
house, but, alloged © witness, the 
husband’s attitude was ,uncom- 
promising. “If she returns, 1 
will tront hor ten tlmea worse than 
before,” he had roplicd. 
. ‘Before hor marriage, witness 
continued, Mrs, Farid appeared to 
her to be always happy snd 
smiling, but after the event she 
appeared worried. and unhappy, 
and even wopt on the occasions that 
witness went to the house to seo 
her. 

In cross-examination by Mr. E. 
3.C. Brooks on behalf of the do- 
fendant, witness stated that Mrs. 
Farid had grown considerably 
thinner since her marriage, being 
now leas than half tho plump per- 
gon thnt she used’to be before her 
marriage. 

Mr. Brooks: Did Mra. Farid 
make any complaint to you” about 
her clothes ?7—None. 


Sound of Blows. 


. Mra. Madar, who, on one occa- 
ston, ved with the Farids, corro- 
vorated the testimony given by the 
complainant of an incident at the 
house on the day Mrs. Farid  re- 
turned to her mother. Witness 
remarked that as she was leaving 
the kitchen she heard the sounds 
of blown being struck, and on 
reaching the front room pleaded 
with the defendant to leavo his 
wife alone. Witness held his 
hands to prevent him from hitting 
the complainant, who had a red 
mark on the alde of her face. 

Witness also mentioned that 
Mrs, Farid never had her meals 
with the household but had to wait 
until everybody had finished. 

Mr, Brooks during tho course of 
his cross examination asked wit- 
nesy if she would describe the de- 
fondant og n cruel man. 

Witness replied that hv did not 


‘always speak to the complainant }- 


quietly or gently and oven shouted 
at her, * 

- Mr. Brooks: Would you say. he 
was of a mild disposition ?—Not 
towards his wife. 


Referring to the defendant's 


“GIANT WHITE EMPRESSES" 


offer 


“REDUCED FARES 


HONGKONG via Honolulu 


or 


"Direct Express 


“GOOD FOR ONE YEAR. 


lst CLASS From GFGSO 


‘Alo SUMMER EXCURSIONS 


ON. GALB JUNE 
BETUBN LIMIT sist DEC. 


and RETURN 


° 


‘Let TO AWG, Bist 


Int CLASS FromQiP54Q 
TOURIST CABIN $301) 


eee 


Ghanghal Magucati 
Leave are 


Rupr. of Oanads 
Bape. of Bassla 
pr. of Japan 
Renpr.of Asia. 
Reopr. of Canada 
Cmpr. of Russia 
Eapr. of Japan 


A 
ay 


Kobe Yokohama Hemolute Vensouvet 
le Leave Leave 


Bob. 2 
Mar. 12 
Mer. 22 
Apr. 2 
Apr. 15 


Apr. 30 
May 13° May 10 


Arrive 


Mar. 28 
Apr. 21 


Empress of Japan 
Salle - 


TO 


MANILA 


SUNDAY, 2iet FEBRUARY 
CANADIAN AUSTRALASIAN LINE | 


between 
VANCOUVER, VIGTORIA 


HONOLULU, SUVA, NEW ZEALAND, AUS 
: .Kmpreee sounect 
Line Bhtps Aorangi 


The White 
Om. 


' For further information please apply to : 


. Ganadian Pacific : 
THE WORLD'S GREATEST TRAVEL SYSTEM. 


Telophones ; Passenger 20762. 


SPECIAL 


‘Round Trip Fares 


mother, Mr. G.K. Hall Brutton inf. 


re-examination on behalf of the 
complainant, asked witness if aho 
would describe the mother-in-law 
os a stern woman. i 

Witness replicd that she was 
very stern. . 

“When Mrs: M. Bux; | tho: com- 
plainant’a mother, was called, Mr. 
Brutton asked what her daughter 
was Ike before she married tho do- 
fendant. : 

The witness replied that she was 
perfect and, in reply to another 
question, explained that . her 
daughter was always happy and 
not in the hubit of going out much, 
Witness went on to give evidence 
of complaints which the com- 
plainant made regarding her treat. 
ment by the'defendant. 

Tho hearing was adjourned until 
to-day, ‘ 


MUSICAL EVENING. 


— 


‘YESTERDAY'S CONCERT. AT 
: HELENA MAY. 


A most enjoyable concert pro- 
gramme was listened to by an ap- 
preciative audience at the Helena 
May Institute yesterday ovening, 
the renditions by all the artistes 
being both pleasing and sincere. 

The following was the pro- 
gramme, every item of which re- 
celved appreciative applause: 


1. (a) Recit: ond Arian from 
“Rinaldo” (Handel) “Lascia 
Chilo planga;. (b) “Caro- 
mio-ben" (Glordanl).,. . - 
Mra, Lockhart. 


. Songs:—"Linden Lea”. and 


‘ “Silent Noon” .-. . Mr. Bal- | 


ley. 
. Songs—(a) “To my first 
love” and "You'd better ask 


‘mo; (b) “Blackbird Song.” |}- 


» +. Mre. Tetley. A 
Shakespearoan Songs.—(a) 
“Fear not the beat o’ the 

" gun;" (b) “Undor the Greou- 
wood Tree.” . - . Mrs. Lock- 
hart, : 
Songs.—(a) . ‘Bois Epais,” 
(b) To. Anthea... . Mr. 
Batloy. 

; Bongs—(a) The Pipes of 
Pan; (b) The: Little Irish 
pitt (Lohr). . -'. Mra, Tet- 
ay. ae 
Sonato in C minor for Violin 

“sand ‘Plano (Griog) —Threo 
movemonts._.:. . V. Deronev- 
sky and A. M, Bowes-Smith.: 


the 
the. plano ; 


to 


EUROPE. 


Frei 


te 


TRALIA ° 
at Howoluls wit 
and Niagara, 


ght 20042, 


‘WEEKLY TRANS-PACIFIC SERVICE 


To San Franelsco, Los 


~~" Angeles & New York ina eae 


vin Panama _ 
Fortnighlly eallings on Tuesdays. 
Pros, Lincoln .. Mar. 1,4 p.m. 
Pres. Coolidgo... » Mar. 1 
Pres. Hoovor ... 


£79, £112, £120 


6 


To Seattle & 
“Vistoria. 


Fortalgbtly ealliogs on batardsya, 
Feb. 2,4 a.m. 


Prog, Oleveland 


Pres, Taft...” 


«Mar, 20 Preg, Jefforson... 


ae Mar, 6 
ave Mar. 19 


Special through rates to Europe via 


nited States, 


Direct connections 


with all Atlantio iies. Ohnice of rail lines across United States 
and Qanads, liberal stop-over privileges for night-sceing. 


HOUND TRIP FARE TO BUEO. 


From HUNGKUNG to NAPLES 


Pres, Garileld Sun., Feb. 21, 8 a.m. 


Pres, Polk... 


Sun., Mar. 6,8 a.m. 


Pres, Adams Sun., Mar, 20, 6 a.m. 


Pres, Garflold ... 
Pres, Lincoln... 
Pres. TAM .. 


Homowards to: 
Ports Said, 
Hamburg, Oslo, 


Gonoa, 


MV. “FORMOSA” .«:. 

M.V. “BHANTUNG” - 

MLV. "“NAGARA" |... 
Outwards to: | 


M.V. “SHANTUNG” 
M.V."NAGARA” 


Passong' 


‘agente - RNY, 
:) GILMAN"&-C0..! 
: ., Hongkong. 


Feb. 21, a.m, 
Feb. 23,6 p.m. 
Bob. 27,6 p.m. 


| MARSEILLES... 
+ LONDON. 
Full particulars upon applicat 


iow. 


PE. 
aw «B 


152,5.01, 


161.0.Ud. 
£160.16,0d. 


Round-the-World 


Fortnightly saltings 62 Bundaya via Maaile, Btratte, Colombo, Bombay Sues Canal. 
Alexandele, Naples, Denoa, Mareailtes, New York end Boston, 


Pres, Harrison &., Apr. 3, 8 a.m 
Pres. Hayos Son., Apr. 17, 8 a.m. 
Pres, Pierce Sun, May 1, 8 a.m. 


To Manila 


» Pres.'Polk ... 
Pres. Coolldge ... 


Mar. 6, Sam. 
Mar. 8, 6p.m. 


Pros. Jofforson ... Mar. 18,6 p.m. 
OANTON BRANCH — No. 4 Shakee Street. 
DOLLAR STEAMSHIP LINES. 
. AMERICAN . MAIL LINE 


Seen ee ee ence ee URE UENCE RENE REEEE Renmman ne anna 
SERVICE OF FAST MOTOR VESSELS 


twith Limited. but exceptionally good, passenger secommodation), 


bee 


“ar 
8 


SHANGHAI, AND JAPAN: PORTS. ae 
= Salling about 


‘Ol 
57 


eae 


Algiors, Oran, Rottordam (Amsterdam), 
Gothenburg and other Scandinavian Porta, 


. Vis ites 
Manila and Straits Settlements. 


Belling about ° 


9 


(27th 
2ith” 


th Mar... 
Mar. 
Apr. 


22nd ‘eb. 


18 


th Mar 


“B" Olnee. - 
BBR i Male$ 


ARE you SATISFIED 
WITH YOUR PRESENT TREATMENT! | 


If you are not it is most likely because you are treating the 
symptoms and noglecting to treat the CAUSE. ‘To ueat 
disease successfully you must reinove the cause. In the 
many complaints arising from impuritics of the blood 
there is no finer medicine than CLARKE'S BLOOD 
MIXTURE, which gets to the root of the trouble by 
removing the poison from the blood, that is why it'so often 
\ succeeds when local treatment has failed. 


bot Recommended for 
RHBUMATISM, RHEUMATIC JOINTS, 
LUMBAGO, SCIATICA, GOUT, FTC.,, 
BCZEMA, PSORIASIS, RASHES, BOILS, 
ULCERS, SORES 


CLARKES 
BLOOD MIXTURE 


Famous for eee & SkinComplaints 


> Of alt: Chemists and Stores — Avoid alt _Imitattons 


fRENCH MAIL STEAMERS, 


Sailings from Hongkong. 


+Zmansenies via Salgon, To YOKOHAMA yin Shanghai 
apore, Penan abo, and Kobe. 
ae aera (Aden) | oy Sue Port-Bal 


FELIX ROUSBEL,.. 
(}, METAINGER 
G, PHILIPPAR ., 
PORTHOS: 
CHENONCEAU X 
ATHoO8s IT... 


fet Mar 
15th 
29th 
thy 
260 Apr. 
10th May 


2nd Mar. 
16th Mar. 
29th Mar, 
12th Apr. 
. 26th Apr. 
. 10th May. 


D'AVrAGNARN ee 
ANDRE LEVON .. 
FELIX ROUBSEL. . 
(h METZUIGEN .. 
G. PHILIPPAR ., 
PORTHOS... 00. ; 
ENON ux... 24th May. D'ARTAGNAN...... 24th May, 
ATGOB IL. Ith June. ANDRE LEBON... 7th Juno, 
Wo can 1 issue through tickets to Egypt, Syrian ports, 
Hast Africa; Madagescar by transhipment on our malt 
stoamera at Port-Sald or Djibouti. 


COMM ROAL LEME, 
For DUNKIR& vin Haiphong, Oran Le Havro: 8/8 “DT. 
P. BENOIT” on or about 8th Fobruary. 
For full Particulars, apply toi 
Cie. dcx MESSAGBRLES Manin, 


Tolephonss: 26851. 8, Queen's Building, 


FORTNIGHTLY PASSENGERS AND FREIGHT SERVICE FOR 


BRINDIS!, VENICE & TRIESTE © 


vin Singapore, Colombe, Bombay, Adem, Suez, & Port Bald 
Peking Cargo on through Bills of Lading to Fiame, Genoa, All Italfan, 
Adriatic, Levant, Black Sea and Danube Ports . 
Passengers to LONDON: (Overland) 


NEXT SAILINGS FROM HONGKONG 


Fer For 
_ Shanghai Singapore 
: &Jepan = & Italy 
M.V. COL DI LANA (Cargo boat) ————- 19th Feb. 
8.8. MONCALIERT (Cargo boat) - 13th Mar. 
“8.8. CONTE ROSSO (Passongor boat) ah Mar. 13th Mar. ° 
8.8. TERGESTA (Cargo bont) 
*Passenger Boats to Shangha! only 
Attention {s called to the as. Gange and as, Conte Rosso which will 
_ make tho royago Hengkeng Venice in 22 and 21 days reapectirely 
thus allowing London Passengers to ‘reach destination the day . 
efter their disombarkaticn at Venice. 
Salling Dates subjoct to alteration without netics. 
Yor further particulars please apply ter 
Queen's Building, DODWELL & CO., LTD. 
-peeat. Agents, 


GLEN LINE. 
FARES HONGKONG TO LONDON. 


lat June/30 Novembor a... « 
Ist Docembor/Slat. May 


TO LONDON, ROTTERDAM & HAMBURG via STRAIIS & cOLOMBO. 


ws es £60,0.0, 
aie den td Aes ee ot BT800) 


Motor Vessol “GLENAMOY"... » 4th Mar, 
_ TO SHANGHAl, KOBE, YOKOHAWA & VLADIVOSTOCK, — 
Motor Varsel “GTENLUCE” ae 21st Web. 
Bteamship .“PEMBROKESHIRE™ llth Mar. . 
- Steamabip . “GLENIFFER" 25th . Mar, 
Motor Vessol “GLENOGLE” vei 
For freight, passago and further particulars, apply to 5 
'' JARDINE, MATHESON & CO., LTD, - 
AGENTS: THE GLEN LINE, LTO. 


Bee 898 nee 


. ae 
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Ore uae ate 


-|she took Ermintrude's 


Sth Mar. 2nd Apr. ‘ 


8th Apr. ’ 


“THREE KINDS OF. 
LOVE. 


- (Continued from Page 3.) , 


were noither seen nor heard. 

A rounded corner brought Mary- 
Frances ‘and Ermintrude to Mra, 
Van Slycko's Dolicatersen Shop, 
and automatically thoy stopped 
before its windows: fascinating 
salads, golden’ with mayonnalac; 
bowls of creamy cottage cheeno: 
enkes towering Juscious layors of 


"1 cocoanut and chocolate; hams, cut 


to pink’s own perfections; olives 
ofly green, and pungent dil} 
pickles, and ples, and little rolls 
—all only a glans window away ut 
four o’clock on a warm apring 
hungry afternoon. 

“Ym starved,”. stated Ernin- 
trude, “I’m just naturally slarv- 
ed. Let’s hurry right -back'to our 
house and got somotlring to ent. 
We went to your house resterday.” 


Mary-Frances, tao, was torn Ly 
the teeth of hunger, but path 
and purpose ‘lay cloar before her, 
and, though she turned from the 
window with, a heart-henvy sigh, 
arm and 
pulled it and said, “Oh, for pity’s 
sanke! Come on, can't you?” 


Ermintrude’s opposition, which, 
possibly because of the amazing 
nuccesn nttending the venture for 
beauty, had been  constraincd 


since the girls had left the ser-f 


vice station, now pushed forth, aur. 
charged with fecling. 


“Yea, but, Mary-Frances  Fen- 
wick, I don't think you ought to. 
I think you'd lots better give {t 
all up right now and yo Jn for a 
college career.’ 

a 8 '® 

‘Ann, at her desk in the office 
of the Redfern Plumbing and 
Heating Company, looked again at 
the clock on the wall. Twenty- 
five minutes past four, and Phil 
had not telephoned to her all day 
long. .Usually, at least, when 
things went wrong in the evening, 
Phil telephoned to her carly the 
next day—not to make Jove; Phil 
did not approve of love-making 
over the telephone—but to reas- 
sure her, to let her know that he 
ans not angry, to make an engage- 
ment for the evening. It was 
mean of him not to telephone to- 
day. She would havo called him 
iduily, but Phil thought it not 
quite nice for girls to telephone 
fo men. It was mean of him. Get-’ 
ting u number was so casy. Wait- 
ing for a message—wniting for 
anything was hord. 


(To bo Continued.) 


WOOSUNG VETERAN. 


‘COMDR. DAVIES LEAVES 
HOTEL. 


Shanghai, Feb. 18. 
Commander Davis, retired Bri- 
tish naval officer, aged 80 yearn, 
has now agreed to leave his hotel, 


the Fort Hotel at Woosung, where | - 


he Innisted upon staying through- 
out the bombardments, flying the 
British flay over his house. 


Hale and hearty, tho veteran is 
now safe in the Sottlement, having 
been: brought to Shanghal by two 
British Volunteers who went in a 
launch to Woostung to rescuo him. 


The old man hnd to be persuad- 
od to leave, and while the Volun- 
teers were urging him: both the 
Chinese and Japanose consed fire. 
—Reuter. 

NN 


CONSIGNEES’ NOTICE 


COMPAGNIE DES _MESSAGERI 
INTARITIMES Oe 


The Steamship, 


“wa, BUTENANT SAINT 
LOUBERT BIE" 


Arrived Hongkong on Wednesday, 

the 17th February, 1932, 

From DUNKIRK, ROTTERDAM, 

ANTWERP, LONDON &c vin 
BAIGON. - 


Consignecs of Car; rgo by tho above 
named steamer are hereby ‘Informed 
that thelr goods with the Fcontion of 
Oplum, Treasure and Valuables are 
being fanded and placed at, thelr risk 
In the Godowns of the Hongkong Kow. 
toon Wharf ‘and Godown Co, Ltd, 
Kowloon, whence delivery can be 
obtained an the goods aro Janded— 

Goods not cleared. within 7 days 
including date of arrival, will be sub- 
lect to rent. 


27th February, 
be recognized. — 

Damaged Packages 1 must bo left in 
the Godowna for examination by the 
consigneen, and the Company’s Sur- 
yoyor Messrs:~-Goddard and Douglas 
nt 10,00 a.m. on Wednesday, tho 24th 
February, 1932. Consignees must have 
a’ Revenue Officer In attendance when 
damaged dutfablo goods aro examined 
by tho Company's surveyors, 

No claims will be admitted after 
_ goods have left the Godowns. 

No Fire Insuranco will bo effected 
by us in any case whatever. 


Ag 
Hongkong, 17th February, 1988, 


eee ee eee 
3JERVICES CONTRACTUELS DES 
MESSAGRIES M. MARITIMES, 


The Steamahl, 


ANDRE LEBON” 


veyors 
No claims will be 
the goods have left the Godowns, 
No Firo Insuranbe will bo effoctod 
by us in any caso mbatorer 


E seen 
Hongkong, 16th February, 1082. 
ol 


WHEN AT HOME 


gee oe 
Gongkong Sdegraph. 


MAY BE PURCHASED AT 


‘SELFRIDGE'S | 


LONDON, W.1. 


“ PEBRUARY. 19, 1932. 


SOME. AMUSING 
~ SONGS 


recorded on 


.VICTOR RECORD: 
a Oy 
“FRANK CRUMIT. 


I'ma Spectatiat - 
22869 {Taught Mo How to play 
tho second fiddle. 


‘J Around tho Corner: 
Down by tho Railroad. 


ee Abulbul Amir. 
Franklo & Johnie 


(foee to Viokeburg. 
King of Bornoo. 


(ae of the Prune. 
Down in tho Cano Brake. 


TSANG FOOK PIANO 
COMPANY. 


8, Des Voeux Read, Central. 
(Entrance Ico House Stroot) 
Telephone 24648. 


(BEER 
Sole‘ Agent 


MITSUI 


THE HONGKONG & Waampoa Dock Co. Lr. 


Head Offica and Works: 


‘Felegrame; 


“MANIEROTO, RONGEONG * 


‘KOWLOON, HONGKONG. 


Telephones! 
HONG MONG OFFION 22828. 
ROWLOON DOCK 26063. 


| DOCK OWNERS, SHIP DESIGNERS AND BUILDERS. MARINE AND LAND 
‘iN GINEERS, BOILER MAKERS, STEEL, IRON AND BRASS -FOUNDERS, 
YORGE MASTERS, WELDERS AND ELECTRICAL ENGINEERS 


On Lioyde hag 
Met of | 


approved Bt 


tastes ns 


Bertour 
Call Floge 


Nogizeu 
fa Fad 


BARBER’ WILBELMSEN 
LINE. 


TRANS-PACIFIC AND:ATLANTIC COAST SERVICE 
‘vin PANAMA. 
Next Sailing © 


M.V. “TAI PING YANG” : 
eeunUARY 16th 
for 


SHANGHAI, KOBE, YOKOHAMA, 
SAN FRANCISCO, LOS. ANGELES, 
NEW YORK & BOSTON. 


e ~ 


ry 


Bor Passenger and Freight information please apply :-« 


‘DODWELL & CO., LID. 


Quoon’s Buildings. Agents. 


Telephono 28021, ._ 


P. & 0. BRITISH-INDIA, APCAR AND 
BASTERN & & AUSTRALIAN MINES. 


Taking ied on ee Bills i" Rey iecreat Stale, Java 
and Burma, Ceylon, India, Persian Gulf, . tus, 
E. & S. Africa, Australasia, including, New Zealand & 
Queensland Ports, Red Sea Egypt, Constantinople, Greace, | 
Levantine Ports, e Ete. 
PENIN: ULAR & ORIENTAL FORTNIGHTLY DIRECT 
OYAL MAIL STEAMERS, 
: (UNDER CONTRACT ‘WITH ¥LM, GOVERNMENT,) 


: From Hong- 
8. 8. | Tons | kong (shout) 


5, a0 26th Feb. | Straits, Colombo & bay, 
16, 27 Fob. noon. | Bombay, M'les & L'don 
6, "80 5th Mar. | M'los, L'don, Havro, H’burg,, 
Rottordam Antworp & Hull 
15,900 | 12th Mar. | Marsoilles & London’ - 
17,000 [| 26th Mar, | Marsoillos & London © 
6,500 | 2nd Apr. | Bombay, M ‘los, Lidon, 
Havro, H’burg, R'dam, A’worp & Hull 
Conru 115,000 | 9th Apr, Marseillos & London 
RAWALPINDI - | 17,000 
“Cargo only, tCalls Case 


[2s Apr. | Bombay, M'los & Lidon 
aaa SR oe Wan Le 
ent connections from Port Said Pastengtre and 
Ornatanlnepe Fireans, fmgras and otber Levens orte by 


Destination ‘ 
_ *KIDDERPORE 


OaRTHAGE 
RaJPUTANA 
ti*BURDWAN 


lanca, {Calls Djibouti, 
of the vial Mail 


‘BRITISH INDIA-APCAR SAILINGS. 


SinpHana {| 8,000 { 24th Web. a.m. B'poro, Ponang & Caloutts 
mre "| 10,000 6th Mar. S'poro, Ponang & Caloutta 


LA Lino steamers be excel sccommodation for lat 
and Pad eign puasorgers:: = ms dation fox Int 


reader & AUSTRALIAN SAILINGS (South). 


“PaNDA ——«Y-7,000 [4th Mar. Manila, ee : 
NANKIN 7, 000 .2nd Apr, . Brisbano, 
NELLORE 7, ‘000 30th Ape and Melbourne 


Regular Monthly Sallings from Hongk: ngha’ epee 

end Hongkong to Australis. 08 ‘Gadidadkeauam ends 

long-Kong ydney— 
peach ee ae lt 
1o nm a 

Zealand, Vancouver, Ban Franclaco, ete, eae beatin 

BEET Pe ey eee 
, & .O. Bran mers jon Boes, 
The ew Zonland Shipping Co.'s Steam Southampton es 
London via Panama Canal. iishies raed ; 


SAILING TO SHANGHAI & JAPAN. 


TBURDWAN 
RAJPUTANA . 
BANTHIA' 
}MIRZAPORE 
.tNanxiun 


7,000 | 26th Fob. 
26th Feb. 
4th’ Mur. | 


ehal sae & Yoko. 


Vth acar. | tia, “ife I Kobe, Osaka - 


11th Mar. aha Tove & Yoko - 
11th Mar. emer s snes Moji, Kobe 


17, 000 ai rie | sist obo & Yoko 

00 at hai, Kobe & Yoko 
RANPURA’ As 000 it Aer. 8" hal, Kobo & Yoke 
tOargo only. Calls Nagoya: 


All date Ftd approzimare and aubject to atteration without 

reals Measuring not vere tt than 5 c.ft. wil be “ 

recatved, at ete he Co.'s Bg BP to neee on un Gay pravices i sailing 
‘or Passage is, Han : 

SLACKINNON, MA Co,: 

P. & O. Bldg., Connaught Rd. 6. : : 2 


TRAVEL, A.-O.. LINE 


| ss | 


CoRFU 


TALMA = 10:000 ‘000 | 


RAWALPINDI . 
{Somali - 


|) fo AUSTRALIA. | Calling at Manila (P. Is i} Thursday I, Cairnm, Dion 
an - 


‘£88. “EMPRESS OF. JAPAN.” - 


in Ne, 


. 26.008 tons Gross, 


1 Dee. Ship Dimenslona:—666'9" 0. A. x 886" x 4'O" ma 


“The dimensions. ‘of Nok Hock aro 7000" x. B8°0" x ave” Over alll, A.W. OST, 


dalvage Tug “Heury Ke 
Call Signal TH.@5. 


wick” 2,908,. LILP. Wireless Call Signal V.P.B.T. and Flag 
Bheertegs capable ef lifting 80 tons, Codes Used: Al, A.B.C, 


' With Edition: Magiscoring, ring, Firat and Second Bdllios.’ Mptere Unite Bentley and 


Watkins. 


Ktndi dah anentetes ts, 
MYER Boe 


Brisbane, Sydney Melbourne. 


Bairisu STEAMERS: CHANGTE:: TAIPING (sutticns) * 


PASTBST and MOST UP-TO-DATE STBAMIRS IN re cre 
WLECTRIC LAUNDRY, BARBER BHOP, SURGIION and STBWAR Ni IN aa - 4 ; 


} Galav Your Short Leave tn Asstratia ‘ond New Zealand, Hong pe ‘Sydnay~19 Day 


VIRGT CLASS FABRE TO BYDNEY, £78 RETURN in 
” " «on LON DON (vla:auatrat treo 6100/28/8, ree 
: CAvstrallan Hewspavars'sa 80. * 


AUSTRALIA ORIENT AL ‘LINE, 


SUTTBAN ELD & SOLAR Agenis—! bie] a KONG: -AHARCHAL 
x. 


| iS 800 | 22nd Fen. noon, | Shai, Kobo & Yoko. | ..-.-- 
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HIME ANT IR TE .HE 


SHOWING TO-DAY 
AT 2.30, 5.10, 7.15 & 9.20 p.m. 


The baunting, sorrow of thin girl wharo love waa too yrent to 
koop hor bruised and battered heart frum burating,,... HFLD 
THE FULL BOUSE BREATHLESS WITH BUBPENSEK... 


Tho eoul conquering love of tho bewildered boy.. in the midat 
cf death, desolation and destruction GRIPPED THEM 
WITH PROFUUND EMOTION. 


There were tears 
for ita sadness 
singing hoarts for 


{ts courage, and 


joy in ita powor to 
entertain: 


SEE 1f AND BE GLAD! 


From the Robert EB 
Bherwond Stage pliny, 


with MAK OLARKE, 


Kent Douglans, Doria 
1 layd Knid) Bonuatt, 
Botts Davis, Bethel Orif. 
Qoa, Predera Kerr. 
Diroctod by JAMES 
Wit ALK. Pravented by 

*Qarl Lacmmts Pro tneed 
by Can fevemimnte, dr, 


Rectal & 


——NEXT . CHANGE— 


A UNIVERSAL PICTURE, 


“‘Roatrica Lillie 
looks at. man 


under the mag- 
nifying glass of 
comedy, 


Directed by 
HAMILTON 
MacFADDEN 


WITH 
BEATRICE. 
LILLIE 
COMING SHORTLY! 
“THE AGE OF LOVE” 
: with 2 ; 
BILLIE DOVE, (CHARLES STARRETT, 


~ FRANKLIN, at 1 and 6. 


LOIS-WILSON, MARY—DUNCAN, 
‘EDWARD EVERETY. HORTON. 


‘A 1932 United Artists Pictiire. 


Printed and Publshed for ‘tho Proprictors by FREDERIOK PERCY 
Wyndham Strect, in the Clty of Victoria 
Mqnskong, : : 


TRUE FIGURES OF 


UNEMPLOYMENT. 
THOSE ALWAYS OUT NO 
MORE THAN 103, 000 


That continuous _unemployment 
in Great Britain is limited to a 


- very small section of the insured 


population, numbering not more 
than. 100.000 men and 3,000 women, 
is the conclusion of very careful 
Investigntions nminde by the Minis- 
try of Labour. 

The number of thdse in regular 

work who hive known no unem- 
loyment fs at least 30 thmes ne 
laeee. ‘ 
_ Between these” two extremes 
there Is a group of about 6,500,000 
men and 1,700,000 women (insur- 
ed) who are sometimes amployed 
sometimes not. But for at least 
half this group unemployment is 
negligible, and only serious for 
about one-tenth of them. 

These striking facts were obtain- 
ed by the Ministry, for the Royal 
Commission on Unemployment, by 
taking a 1 per cent, sample of the 
total number of insured people, that 
ix 120,000, of whom’ 86,740 were 
males, and the remainder females, 
and comparing them with similar 
investigations made five and more 
years ago. This method of test- 
ing, by the was, hast been found 
perfectly trustworthy and the con- 
clusions can he depended upon, 

The contrast: they sent vith 
the presale t idea ot million 
Vict Boetasn liste beat 
etate of ake adenee oon 
eNErae chile, 
widest: alten- 


Te 
potapetoarl 
fhe enone, bs 
Trak Gt deserves the 
Thoth. 

At the clare of last year the 
Ministry of Labor announeed Chat 
Poneeforward the omaemplosanert 
retarna would be isened monthly 
Inctead of weekly, thes making it 
possible to give a far more accurate 
tdea of the wetunl state at the 
labour market. 


Late in Coming. 


The only pity is that Chix was 
net dene yeara ago. The mistead- 
ing nature of the returns was per- 
fectly well known, the monthly 
isseo has freQuently been urged, 
Lut neither Party) would adopt. it 

ar of being necused of making 
political capital The result has 
been a most undeserved “black eye" 
for Great Britnin, and to do her 
much harm abroad, 

Returning to the newly issued re- 
pert, we And that :-~ 

During the period of nine yours 
trom tly, 121, to Tune, 1930, 
over 30 cent. of those in the sample 
had paid the maximum — possible 
nhuinber of contributluns and 80 
per cent, had paid two-thirds of the 
maximism, 

In ayy one of those nine yenrs 
teurly GO per cont. had paid maxi- 
mim contributions and 900 per 
vent, more than holf the maximum, 

The averaye number of contri: 
butions paid by the whole body of 
insured persons has been 44 a year 

males and 46 among 


~arcover 80 per cent. and |} 


about GO per cent. respectively of 


the maximum possible. 


——- 1 


"7 


,) 


> sy 
\ 


G AT THE THEATRE. T 


4 
4 _WARNER™ 


| BAXTER BENNETT: ~” 


f 


In other words St might rough- 
ly bo sald that the whole body of 
the -insured had been eiyht weoks 
in the year out of employment, as 
regards men, and six as regards 
women. 

Even If this noc far tev rough 
and ready a way of viewing — the 
iter) atate of affairs it might 
well be compared with tho positiun 
ct doctors, Muryers and business 
men, whose enforced daya -of Idie- 
nesn tot up te na good deal -in a 
seat 

But the 
that:— : 

A large «proportion—35.4 per 
cent. of the males and 48.4 per cent. 
of the females—hnd not drawn un- 
employment benefit between No- 
vember, 1920, nnd December, 1980. 

Those who have had little or no 
employment are necesanrily within 
the transitional benefit class; but 
nevertheles# apprecinble numbers 
who seeure'n fulr amount of em- 
ployment. 

Among those qualified for full 
standard benefit not more than 10 
per cent. hod been unemployed, on 
the nverage. for six months out of 
12, 

In the shorter- of about 
yenrs, that is from October — 18, 
1923 te December 3d, 19490. more 
detailed ‘particulars are given, The 
upshot af a very minute unithysis 
is as follows; : 

tnehuding now only these who 
were insured throughout the 7A 
years, those who did net receive 
benefit, and those who did—in 
other words. fhe nhwass at werk 
and these partly aneaiph the 
to [bese dnage Pipers 
hha propeart bon 

sonetid 

Dene, GAS per cont 
Mh per cent. women, : 

Lese than ty per cent. of the 
period, TY per cent, men and G81 
ner cen. women, 

Leas than 20 per cent. of the 
period, 8 per cent men and O30) 
per cont, DTS 

Less than 20 per cent. of the 
period, 92.1 per cent, men and 
V7.9 per cent, women. 

“The remaining 7.4 per cent. of 
the men and oper cent, of | 
women received benefit for between 
30 per cent. and 90 ‘per, cent. of 
the period. - 

The upshot of the Ministry of 
Labousa inquiry gives prent hopes 
of the possibility of bringing back 
the unemployment relief scheme to 
a self-supporting genuinely ingur- 
ing basis. 


Enxe of the Work-shy. 


rope rt shows farther 


T' 


real 


Potie periad un 


mien and 


Anticlpations are published to- 
day of the recommendations which 
the Royal Commission Is expected 
to make to the Government to this 
end. 

One proposat will probably be to 
include various entegories of work- 
ers net at present ranked among 
the contributors to the State 
nystem of unemployment insurance 

ven as railwaymen, the clerical 

and agriculutral workers, 

e ygrent aim must be to make 
the aystern self-aupporting: and to 
stop borrowing from the  Ex- 
chequer, From conversations 1 
nave had with variots artisans al- 
ways in regular work, they 
no objection whatever to’ 


The eyes of 
LOVE 
are the eyes of. 


Maylair at her feet—Seotland Yard on her 
tral, bat her love botonged her victim, A dar. 
log gameof heart's end diamonds. 


— NEXT ATT 


with 


sare ygived (ooh 


the |> 


RAOTION 


Tors 


LOST GEMS STILL . 
GUARDED. . 


23 RECOVERED OUT OF 
32 SHOWER FROM AIR. 


As a result of an intensive 
search in’ the immediate vicinity 
of the apot/at Sir Lowry’s Pasa 
where the South African’air mail: 
jgrashed with the loss of three 
lives on November 18, no fewer 
‘than 28 out of the parcel of 32 
diamonds that were lost have been 
found, . : ue 

The parcel of diamonds was sent 
from the Rand to Cape’Town and 
was atated to be valued at £2,000, 
but the official estimate by the 
authorities In Cape Town, now, of 
the value of the stohes, Is only 
£300. a 

Up to last week only two dia- 
monda had been* found: on the 
reene of the disaster, and sone 
other some distance away, thus 
wupporting: the theory of the au- 
thorifien that the diamonds — be- 
came dislodged while the machine 
hurtled through the air, and were 
seattered over a wide aren. ‘ 

The police protection, especint- 


cessfitl in preventing: persons 


‘| prowling about the aren in search 


of the diamonds,.all of which are 
cut and therefore enn easily be 
disposed of, 


LONDON’S HISTORIC 
TOWER. 


{ 


"ERNOR OF WINDSOR 
‘TLE ‘TAKES UP OFFICE. 


The Earl of Athlone, the new 
Governor of Windsor Castle and 
Constable of the Round Tower, 
will not live in the Castle pre 
cinets, but will-conduct all offcint 
business front an office in the 
Round Tower. 

Before being, appointed Gov- 
ernor-General of South - Africa, 
Lord Athtone lived in the Henry 
Third Tower at the Castle. The 


ways used the Round ‘Tower as a 
residence, and he was invested 
with great powers and responsibl- 
lities.. To hia care and curtody all 
State prisoners were entiusted 
and many persona of hintorient 
note were imprisoned there. 

Among them were King John of 
France, David, King of Scotland. 
nnd the Earls of Lauderdale and 
Lindsay. 

Tt was when Jomes |. of Scot- 
land was Imprisoned in the Tower 
that he- firet saw Jone Beaufort 
walking in the garden’ at ita frot. 
She afterwarda became his Queen 
OOO 
weekly contributions by — which 
genuine workers may benefit from 
time to time. That is an equitable 
urranyement, since, if they go out 
of work, others will indirectly be 

‘ing for them. What they do 

“t to, und very keenly, is the 
ace with which the work shy have 
heen able to live on the country. 


Witsand wiles, 
tears and smiles 
—and a gor- 


geous Woman 


\4 
a 
BIcTURE 


‘JOAN 


tl 


| 


| 
| 


‘Jy at night, has been most suc-- 


Castle governor at one time al-' 


SY 


ROW. af 2.30, 5.10, 7.15 & 9.20 


ge Paris, with its gay 
life and loves—. 
was she fo leave 
them all for the . 
safe haven of 
‘ marriage? 


". pon’ FAIL £0 SEE 
ae | CHARLIE CHASE 


mith 
PAULINE 
FREDERION“, 


NUILH«6MIL? 


“Rough Seas”. 


BRITAIN'S LATEST 
LAUGH SUCCESS: 


Pe .. Es = 
, ‘SydneyHouward 
UP FOR THE CUP 
A BRITISH AND DOMINIONS TALE 
SO a aN 
nS TO-DAY & TO-MORROW 


STA R at 2,30, 5.20, 7.20 & 9.20 


THE M-G-M LAUGH HIT : 
“Love in the Rough” | 


with 
DOROTHY, 


~~ JORDAN ~ 


___. ROBERT 


“y 


MONTGOMERY _ 


At 2,80, 5.20, 7.20 
& 9.20 pm. 


pe 
Matchless Beaitty 1 
_ Thrilling Drama! - 
. and: , 


‘Feast for Eyes! 


“HING 
TAILOR . 7 


. PERFECT: FIT GUARANTEED ne a, 
No.—9 D’Agullar Street.” ~, Tel. 20780... 


HONGKONG | 2 chy 


OPEN 


2, DOORS’ FRO WHITEAWAYS | DAI 


ay ae : i a j ; 4 f een on : 
re caveph” 4 


INAL EDITION © 


Wor Rite Poat, Lid. - 
“Strest, Hongkoag. 


Styles. 


Estimates and Suggestions Free. 


[cB WARREN co, Ltp. | oe ae 
Frogs ee iesaagd "fo. ne LFF WILAAXRB FRIDAY, FEBRUARY 19, 1932. 


HOSTILITIES 


4 


AFA 


terre neremeennnermninatneninimaaminr tag, 


4 PER ANNUM “South Chlan Moraiag Post Bids." Tol. 24594, 


SINGLE OOPY 10 CENTS 


LIKELY ‘BEFORE TIME-LIMIT. — 
/ Japan’s Demands Almost Certain to be Ignore 
_ SEVEN A.M. AS THE. 
VITAL HOUR. © 


DEFENCE ACTIVITY THE 
ONLY REPLY. 


CHINESE STRONGLY 


Some of} China’s best troups are employed in the © hapei tightng. 


bag barricade erected at an important f ved junnion opal 


5 


_ SAVOY HOTEL. 


FOREIGN ASSISTANT MANAGER'S 
LUCKY ESCAPE. 


(FROM OUR OWN CORRESPONDENT). 


Shanghai, Feb. 19, 12.18 p.m. 
Mr. Jack Howard, the assistant manager of the 


Savoy Hotel had an extrem 
last night. 


The Broadway district, between. 
the Hongkong und Shanjghal Bank: 
building and the Savay Hotel sul- 
fered a bombardment — between | 
TLSO pam. and 12.15 aum, { 

At least eight shells exploded 
in this diatrict, some of them! 
bursting over the roadway, tear. 
ing down the -overhend clectrie 
wires and smashing hondreda of 
windows by the concussion, 


BURSTS IN ROOM. 


One of tHe shella hit the Savoy 
Ilotel, penetrating and exploding 
in the room ocupied by Mr. Jack 
Howard, the agsiatant. manager, 


Mr. Howard must have had a 
premonition of danger. On heur- 


‘TSAI TING-KAl 
DEFIANT. 


“| WILL NOT BOW 
‘TO. JAPAN.” 


READY FOR THE 
BATTLE. 


(Special to Telegraph”) 


Shanghaf, Feb, 19,10.66 am, 
_ General Uyeda’s. ultimatum to 
General Tant Ting-kni, the youth- 
ful leader of the XIXth Route 
Army, is prominently fentured in 
both tha Chinese and foreign 
nowspapers, = : 

The China Press quotes Gen- 
eral Tai Ting-kai as having said, 
on its receipt: ; 

“PT will not bow down to Japan, 
but will continue in the defence of 
my country.”* 

Shanghal now waits anxiously 
for sundown to-morrow when, if 
the ultimatum {fs rejected, the 
Japanese will begin their pro- 
fected offenalve. 

The Chinese forces ure ap 
parently anything but scrioualy 
porturbed by the suporlor equlp-: 
ment of the Japanese. 

The headquartera of the Nine- 

teenth Army -have warned the 
publte against contributing | war 
funds to any other but bona fide 
_collectors as several persona are 
known to bn diverting the dona- 
tions to their own pockets.— 
Renter : 


es 


ely lucky escape from death 


ing the shebis exploding in) Bread- 
way, be put on his dressing gown 
and had barely closed the door 
of his room when the missile came 
through the apposite wall, 


CAFE ALSO HIT. 


Two shells hit Browning's Cafe, | 
but the extent af the damage ban. 


not; yet been ascertained. The 
shetla: were three-inch and it is 
not known whether they ‘were 


' Chinese or Japanese. 


A squadron of aeroplanes pew 
over Woosung yesterday morning 
and dropped about a dozen bombs 
on the Chinese positions, while 
aix machines were up to-day drop- 
ping bombs in the vicinity © of 
Kinngwnan, 


CLUB RIFLED. 


SHELL CRASHES INTO | 


BUILDING. 


| HEAVY ARTILLERY 


EXCHANGES. 


(Our Own Correspondent). 


Shanghai, Feb 19, 14.20. asm. 


No reply has’ been sent to the 
dapanyse Ultimatum. It, is be- 
Need that the Chinese authorities 
nre engaged in-drafting an answer 


and that it will.consist in a -firm 


refusal to comply. : 
Artillery fire was being exchang- 
ed all last night, though there was 
Jean netivity thia morning. Shella 
have been dropping into. Hony- 
kew, especially in the vicinity of 
the Wayside wharves, with a re- 
gularity which suggests that the 
Chinese gunners are deliberating 
directing their fire into this part of 
the Settlement with the purpose of 
interfering with Japancse — pre- 
parations for their olfensive cam- 

paign. . 
, The-Junior Golf Club promises 
were struck by a shell and tho 
north wall and roof damaged. Tho 
premises were later entered by 
thieves, whiaky and beer bottles 
beIng strewn alt over tho floor, 
clears and cigarettes. removed, 
Silver cups and trophies were Icft 
untouched, ‘ 7 
The Jnpanoso have now landed 
four three-inch naval guns wlth 
Q range of ten thousand yards, 
which havo been placed Into posi- 
(Continued on Page 8)... ° 


These men are firing from a sand- 
« the Japanese lines 


| puyrs 
RESTORATION. 


Chief Executive in 
“Tachung.” 


BRITISH OPINION. 


Tokyo, Feb, 19. 

Although the name of the Chief 
Executive of the “new {ndepen- 
dent State’ betng formed in Man- 
churia and Mongolia, is.stlll being 
withheld, Presa despatches! clear- 
Ix hint that he will be the ex- 
Emperor, Pu Yi, 

A message from Mulden states 
that Taang Shi-yi,. the Governor, 
has informally accepted the —posi- 
tion of Prime Minister.—Reuter. 


SHANGHAIPS FATE. 


London, Feb, 19. 

Thy Daily Telegraph, -in-a lead- 
ing article on the Manchurlan de- 
yelopments, expresses the opinion 
that the political independence of 
Manchuria wilt not) preclide the 
supremacy of Japanese: influence. 

The “Open Door" and the co- 
equal existence of all peoples will 
best recommend the new State to 
the benvolent recognition of the 
Powers, 


Ag regards Shanghai, the Jele-|* ~ 


graph says that the military results 
of the forthcoming battle are ensier 
to forecast than the political. The 
political results will depend upon 
the quite unforeseen damage 
‘which will be inflicted’upon the In- 
‘ternational Settlement.—Renter. 


U 


' LOCAL DERBY 
SENSATION. 


ie 
| TRENTBRIDGE | 
‘SCRATCHED. 


Mrs. Pearce'’s Trentbridge, the 
favourite for the Hongkong Derby, 
was acratched from all cngage- 
menta to-day, causing a consider 
able senantion in local racing 
elreles. 

No explanation wos available at 
lhe time of going to press. 


_ IRISH ELECTION 
RESULTS. 


STALEMATE SEEMS 
PROBABLE. 


t London, Feb, 19. 
A stalomate appears the likely 
result of the Irish Free State cloc- 
tions, though at the moment tho 
Ropublichas are Icading, 
bour is losing seats to both 
the Government and the Ropubli- 
cans, but they hold: the balance 
of power in the new Dail. 
The state of the parties ot 4 a.m. 
wos: : 
‘Ropublieans 
Government .. 
Independents . 
Labour .,.... .. 
There are 64 reaulta at present 
outstandIng.—Renter, ee 


H 


ENTRENCHED, 


(FROM OUR OWN CORRESPONDENT). 


Shanghai, Feb. 19, 12.18 p.m, 
[7_3S FEARED THAT HOSTILITIES ON A 
BIG SCALE WILL COMMENCE BEFORE 
THE EXPIRY OF THE TIME-LIMIT. THERE 


IS EVERY 


INDICATION 


THAT THE 


CHINESE ARE -DEFINITELY UNPRE- 


PARED TO ACCEPT 


ALL THE TERMS OF 


THE ULTIMATUM, AND SEVERE FIGHT- 


ING MAY BE. EXPECTED 


AFTER .SEVEN 
MORNING. 


ANY TIME 


The terms of the ultimatum as translated by the 
Chinese, include, according to an announcement issued 
from Mr. Wu Tieh-chen’s office, the cessation of 
Chinese hostile activities immediately, the completion 
of withdrawal to the twenty-kilometre line from 
Chapei and the banks of the Whangpoo, by five o’clock 
p.m, to-morrow, and in order to prove their sincerity, 


the Chinese troops must 
seven a.m —__ . 


The Chinese must still be responsible for the safety 


commence to withdraw by 


of Japanese lives and property in districts under their 
control and if Japanese lives and property are not 
protected, Japan reserves the right to take whatever’ 
action they consider necessary. 

All anti-Japanese activities must: cease. There 
must be no military movements or preparations in the 


area evacuated. Japanese aeroplanes will fly over to 


examine whether the withdrawal is being effectively 
carried out, and the Japanese will send an investigation 
commission, carrying Japanese flags, into the evacuated 
area to see the withdrawal properly performed. 

In the event of the Chinese failure to comply with 
these terms, the responsibility for whatever action may 
follow rests upon the Chinese. 


The only Chinese reply up to noon to-day had been 


intensive preparation to fight a defensive battle. 


Some 


of their defence systems are considered to be im- 


pregnable to infantry attack. 


Immense activity for 


battle is proceeding in the Chinese lines.. - 


One of the chief developments 
has beon the extension of the left 
flank of tye: Chinese defenders, 
although according to authentic 
reports, a large number of men 
have been withdraws from the 
Liuho dlatrict to other points in 
the line, 


STRONG DEFENCES. 


t 

Much stronger defences are in 
evidence along the Liuho Road, 
while the ereeks and. the other de- 
fonsive positions in tha Kiangwan 
area ara said to be almost impos- 
sible of access to a frontal attack 
by infantry. : i 

Tho _Jesafiold. lines, beyond the 
St. John’s University, have been 
strongly reinforced, and the samo 
strengthening both of the charac- 
ter of the defences ‘and .of the 
numbers of men occupying thom, 
has been noted along. the Jongth 
‘of the Paoshan Road. ' Strong 
barricades are up and barbed wire 
obstructions are thickly distri- 
buted in front of the line. 


STRATEGIC MOVES. 


Extensive Hnes of barbed wire 
and trenches long tho Cheniu 
Road and the Soochow Crock in- 
dfente that the Chinese are on tha 
alert against attack from . all 
pointes, - . 

Thelr gure are being shifted 
from day.to day. to: prevent the 


iehtyis wash Sted Meck ieee ae 


Japanese artillery from receiving 
much assistance from acroplanc 
reconnalssances, i 

Genoral Tsaf Ting-kai states 
that his men are ready for 
the battle, with ample’ reserves. 


14,000 JAPANESE READY 


Approximately 14,000 Japanese 
soldiers have been billetted at 
different ‘points from Chang- 


-hwapang to Range Road during 


the past few days, ready to be 
thrown {nto the battle when the 
order for attack Is given, 

In the Settlement and ‘atong the 
North Szechuan Road, - Japanese 
marines are still doing guard duty 
with tho army mon held In reserve, 

The campaign to-day is limited 
to occasional artillery sholling. 


A HEAVIES IN ACTION. 
The Japaneso heavy guns at tho 


‘Rifle Range, Hongkew, have been 


booming . at intervals since 9.30 
p.m, yesterday. -They Hvened up 
to a heavy strafo at about dusk, 
while occasional bursts: of 
machine-gun fire relloved .an 
otherwise monotonous day for 
tho men in the fighting-lines. 

Tho Japaneso havo not yet fired 
thoir. 160. mm. guna round = the 
‘Sattlement. : 

Artillery waa Intenacly active 
along.tho entire front betwoen 


O'CLOCK TO-MORROW | 


Japaness stretchor casas following heavy fighting in the Chapel 
sector ara shown in the top picture. Lower photo shows Japanese 
hastily erecting sandbag barricades to defend a position from which 
they were later forced to withdraw by the overwhelming weight of 

a Chinese attack nr) 


BACK 


House of Lords 
Debate. 


London, Feb. 18. 

The dangerous and delicate 
situation as a result of the Sino- 
Japanese conflict in and around 
Shanghai was debated In the 
House of Lords to-night. : 

Lord Ponsonby, the lender of 
the Labour Peers, expressed the 
opinion that the true facts were 
being concealed from the people 
of Japan, whera the militariats 
were temporarily in control. 

He bolieved, however, that there 
was atill a grent deal of right fool- 
ing in Japan, which might be ap- 
pealed to and he hoped that no 
attempt would be made to bargain 
with the Japanese Government on 
the lines of allowing them a free 
{hand in Manchuria in return for 
‘n+ relaxntion of the Japanese 
stranglehold in Shanghai. 


BRITISH LEAD URGED. 


He thought that the British 
Government should take the lead 
in Leaguo Council in rendinces to 
penalise any nation breaking Its 
pledges. : ; tod 

Lord Hailaham, _ replying, said 
tho situation in Shanghat was 
causing xrave concern to the Go- 
vernment. He emphasised that 
the authorities of all | forofgn 
Powers in Shanghai were co-opera- 
ting very cordially. 

The British Government through 

(Continued on Page 12.) 


oe 


midnight and two a.m. to-day. The 
fire has continued every since. 


THE ULTIMATUM. ° 


Regarding the ultimatum, which 
may be ignored, it was handed by 
General Uyedg’s staff oMficers to 
the Mayor yesterday with a request 
that it.bo conveyed to. Goneral 
Tani Ting-kai.. Tho General tad 
ono of his representatives at yos- 
torday’s conference at the Sigo- 
Japanese Friendship Club‘ in the 
French Concession, Only Inter- 
preters wera present heyond the 
military leaders.’ General Tsal's 
representative fs undorstood to 
have made himself plain at" 'the 
conference. os : 


|BRITISH HINT -TO 
_ COMBATANTS, 


LOSS OF LIFE & 
PROPERTY. 


RESPONSIBILITY 


London, Feb, 18, 

The acute interest with which 
the Hous of Commons ia watching 
events in the Far East was shown 
again to-day when the ° Foreign 
Secretary, Sir John Simon, gave 
members the Jatest information in 
his possession. 

After referring. with regrot, to 


the tivo British naval ratings who . 


wore killed yesterday by shells 


which, from their direction, soom- « 


ed almost. certain to have been 
fired’ by Chinese guns, Sir John 
Simon said the British Minister 
had sent n Note to the Chineso 
Minister for Foreign Affairs, call- 
ing attention to the opisodo and 
requesting that strict instructions 
be issued to the Chinese military - 
authorities concerned, with a vicw 
to preventing any: ‘possible recur- 
rence of such Incidents. 


Both Sides The Same. - 
He was also reminded that the 


British Government must, In-thia ° 


unfortunate conflict between China - 
and Japan, hold each alde respon- 
sible for any loss to British life 
and property that may .be caused 
by thelr respective armed forces. 

Referring to the meeting. this 
morning between the Chinese and 
Japanese military. authorities, 
which he mentioned had been 
largely brought about by Sir Miles 
Lampeon, the British Minister, in 
the' hope that a cessation of hostili-. 
‘tis might be arranged, Sir John 
Simon satd the House would-re- 
srot that'the Intest press messages 
indicated that an agreement had 
not beon secu i i 
. Mr, Goorge 
possibility of withdrawing all Brit- 
{sh residents from Shanghai fn tho 


prent of a.continuation of hostili- |. 


tes, & 

. Sir John Simon declared that. 
the possibility . was belng . yery 
carofully considered, .but .he was-. 
unsble te. givo’ any furthor - an- 
awer. ‘Tho practical dificulties of ' 
such fa step must be examined: on 
the spot.—Reuter and British Wires 
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HONGKONG 
se PENINSULA, HOTEL: ! 
MONPKONG HOTEL: REPULSE BAX,HOTEL 
: PEAK HOTEL - 
and 


SHANGHAI © 


ASTOR HOUSE: PALACE HOTEL: 
' HOTELS : 
LIMITED. 


in association with tho Grand Hote}: 
Dos Wagons Lits, Peking. 


PALACE. HOTEL. © 


- Salephone 57008 . Telegraphic Ardreas “Palace. 
‘A First Class Residential & Tourist Hotel Under Entirely 
Burepean Management High Class Wines & Spirits Stee! Coulsoa’s 
Beer On Draught. Four | Hize d Billiard Tables Billlards, Snooker, 
er Skittles, 


at, 
MRS, J. H. OXBERRY, 
ee Proprictress. 


The Scenic Gem of Malaya 


Modern 
throughout and 
beautifully 
Situated 


Kunnpmede Hotel 


i Malaya’s Promier Hotel 
_ Food and Winos especially good 


first clase 
Hotel 


AITER-DINNER DANOE ; 
Every Wednesday & Saturday — Orchestra Daily 


: CABLES “RUNNYMEDE” 
RUNNYMEDE HOTEL, LTD. George Goldsack, Managor 


THE EUROPE HOTEL 
SINGAPORE. 


‘“RENOWNED, BY RECOMMENDATION’ 
DANCING:— After Dinner every TUESDAY, THURS- 
DAY and SATURDAY. 

On the VERANDAH :— 
Mondays to Fridays—7.46 p.m. to 8.50 p.m. 


Saturday— 12.30 p.m. to 1.30 p.m. and 
8.00 p.m. to 8.30 pm. 


THE EUROPE ORCHESTRA PLAYS DURING TIFFIN 
: AND DINNER EVERY DAY. ~ j 


GRILL. | 
THE EUROPE HOTEL Ltd. 


Tolephone 5341 (8 lines) Arthur E. Odell 
Cabies “EUROPE” Singapers 


MUSIC :— 


Alanuging Director, 


— 


~ COMPENSATION 
INSURANCE 


COVERING ACCIDENTAL INJURY. 
, TO. EMPLOYEES. 


For full particulars apply to:— 


CHINA UNDERWRITERS, LIMITED 


Phones. 28121. Hong Kong Bank Building. 


Lass of weight 


f 


WORKMEN'S - 


' 
! 
' 


’ UNION CHURCH 
MEETING. | 


RETURN TO NORMAL 
CONDITION. 


YEAR'S ACTIVITIES. 


The annual gencral meeting of 
sentholdors of the Union. Church, 
Konnedy fond, took place last 
avening In the Church Hall. 

Tho proceedings began with a 
social, at which songs were rei 
dered by Mr. E. Keown and fe- 
eltations were given by Mr. C. C. 
Hickling. After an exceliont sup- 
per provided by the” Ladies Com- 
mittee, the annual mecting war 
held, 

Mr. A. T. Hamfltbn, Chairman 
of the Committes of Management, 
was elected to tho chair. In 
moving the adoption of the repo-t 
and accounts, the Chairman con 
gratulated the Church on the 
ministry of the Rev. E. G. Powsll 
ant on {ts sound position in spite 
of a deficit in the accounts. This 
was due to the exceptionally heavy 
repairs to buildings, which-had to 
be carried out in the past year 
but which were not likely to re- 
cur for many years to come. 

Mr. P. D. Wilson seconded the 
naoption of the report’ and: ac- 
counta, and this was unanimously 
earrled. ' 

New Officers. 


The following officers 
elected for the ensuing year: 

Joint Hon. Treasurers:—Mr. N. 
M. Currie and Mr. S. S. Cook. 

Hon. Secretary —Mr. EB. Hims- 
worth. 

Committee of Management.— 
Mesdames J. Mitchell, .C. Pryce 
and A. T. Hamilton, Dr. E. W. 
Kirk, Rev. KE. G. Powell, and 
Messrs. A. T. Hamilton, C. C. 
Hickling, J. Mitchell, M. F. Key, 
J. Lucey, H. J. Lamb, P. D. Wil- 
son, A. Stevenson, S$. V.. Boxer, 
Nicholls, W. Elliot. 

Ladies’ Committee.—BMesdamea 
Mitchell, Pryce, Thompson, P, D. 
Wilson, Goodall, Nicholls,. B. Lb. 
Phillips, Boxer, . Nicks, Hickling, 
Robertson, A. R, H. Phillips, 
Hamilton, and Wilson. 

The meeting approved of a pro- 
posal that the work of the New 
Territories Evangelisation Socie’y 
be transferred to the Sixth Die- 
trict of the Canton Synod of the 
Church of Christ in China, it be- 
ing understood that the Union 
Churches of Hongkong and Kow- 
loon will form Auxiliary Socictics 
for the support of the work and 
will be represented on -the Con:- 
mittee organizing the work. 

The Report, presented by Mr. E. 
Himaworth, Hon. Secretary on be- 
half of the Committee of Manage- 
ment, states: ss 


Annual Report. 


The Committce of Management 
has much pleasure in presenting 
to the Seatholders the report and 
palace sheet for the work of 

931. 


The year 1931 has scen a return 
to normal and steady progress in 
the life of the Church. It is dim- 
cult to estimate the spiritual re- 
sults of the work of any church 
but we are pleased to record well 
sustained and  fiereasing Con- 
grepations throughout the year, 
and this interest in the public 
worship augura’ well .for the 
future prosperity of the Church. 
It fs very gratifying to be able to 
congratulate the Rev. FE. G. 
Powell, on the success of this first 
full year of his ministry; a result 
that has only been achieved by-a 
devoted and tireless service on his 
part and the tactful facing of the 
many problems which are the 
inevitable lot of a minister. 


Finance, 


A pleasing feature of this year’s 
working account is an_ increase 
shown in the Sunday . Collections 
of $1,165.64. ‘This, however, Is 
offaet by a serious deficit in the 
amount of subscriptions, and it is 
hoped that this lost ground will be 
regained during the coming year. 
In preparing a budget for the year 
a reasonable amount is act aside 


were 


for repairs and renewals, but two - 


SALESMAN SAM 


big items: under this head: havq 
resulted in much heavior expendi- 
ture’ during 1931 than was _-anti- 
elpnted. Retrussing the Church 
Hall roof and the rebuilding of the 
ontire lavatory accommodation ab- 
sorbed $8,725.67. Those have con- 
tilbuted to an Adverse balance for 


-| the year, amounting to $2,141.99, 
but your committee believes that) 


auch extraordinary oxpenditure is 
unlikely to recur during the forth- 
coming year. The Church has na- 
turally suffered from the trade de- 
pression experienced during the 
year but your committee Js con- 
fidont that the Congregation will 
not allow the Church to become 
financially embarrassed. 


The Services. 


“When the flect was in port a 
naval parade was held on Sunday 
at 10.15 aim. . 
year detachments from the South 
Wales Borderers have regularly 
attended the ordinary morning 
sorvices. .Service men wore well 
represented: at the evehing ser. 
vices and at the Social hour which 
followed. . We are indebted to the 
Ladies' Committee for the work 
undertaken in supplying rofresh- 
ments on these occasions and to 
Dr. Ride who.made possible the 
brondcasting of the community 
singing, ~~ 


Young Peoples’ Socicty. 


A aories of bathing and tennis 
parties were held during the sum- 
mer months, all of which were 
well attendedeand furnished enjoy- 
able afternoons. In (he course of 
the yenr a new feature was estab- 
Hahed In “Young Peoples’ Sunday” 
-=the morning service of the 
fourth Sunday in each month 
being devoted to the interests of 
young people. However, there 
still exista a real need for more 
cohesion among the young people 
of the church and for an effort to 
fill the gap which cxista in the 
religious liver of ao many after the 
concluston of their Sunday School 
days. 


The Choir. 


Throughout the year the Choir 
has done good work in the morn- 
Ing and evening services. Our 
thanks arc duc to Mr. and Mra. 
Phillips for entertalning the Choir 
at a most enjoyable social evening 
towards the end of the summer 
which brought members together 
and made a starting point for re- 
newed activities in the winter. 
These efforts culminnted In the 
Choir Festival on the last Sunday 
in the year when a special musical 
service waa held and sclections 
from the “Messiah” were render- 
ed. The success of this Choral 
Service was proved by the ¢xcep- 
tionally Jarge, and ‘appreciative 
congregation and the enthusiasm 
with which outside helpers came 
to our rssistance. We hope some- 
thing similar can be arranged 
every .year. The Committee is 
greatly indebted to our Organist 
and Choir-Master, Mr. Longyear, 
for hia faithful and successful 
services. : 


The N.T. Evangelisation Society. 


It is unfortunate that the ac- 
counts of the New Territories 
Evangelisation Society showed a 
deficit for the year, It is with 
tho hope of interesting a larger 
number of pegple in. and extending 
the work on the Now Territories 
that a proposal will be made at the 
annus; general meeting {cr the 
transfer of control of the Society 
to the Sixth District of the Church 
of Christ in China, It is further 
proposed that an auxilinry mis- 
sionary society shall be formed by 
this church whose primary object 
will be to assist the New control- 
ling body In maintaining the work 
on the New Territories. The re- 
sults of the Society’s work during 
the year have been exttemely 
gratifying, a grent deal of Interest 
centring round the erection of a 
new chapel at Custle Peak. There 
have been constant appenis from 
districts where the organisation 
has not yct reached and we should 
be falling in our duty if we denied 
the Christian message to thor 
who desire to receive it. 


The Sunday Schools. 


Kennedy Road: An encouraging 
feature of Church life in 1931 was 
tho increased activity shown in 
the Sunday Schools. Joint ser- 
vices were held in the Church on 
Sunday School Anniversary Sunday 
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-Mother— 


| you simply 


must ° 


get him a pen! — 
'. Since he started to school |, 


mine ts never about 
when I want it 


Throughout the}. 


soos, Tue 
Quing Quinta, 


Oitiat, 


To PARKER PEN OWNERS 


Try an Ink os'good as 
the Duofold Pen 


For busine1, Parker's 
PERMANENT QUINK— 
nt in all colors - 
recon, rd, and viclet na well 
as blue-black oni black, 
“HEAVEN-SENT INK!" 
is the name mother gives to 
Parker's WASHABLE QUINK 
docause washing Fin svon it 

conrplotely from oluthes, 


¥ 10-3) 


and on Christmas gift Sunday. The 
number of Scholara at Kennedy 
Rond is now 60 under the supervi- 
sion of seven teachers and a hard 
working auperintendent Mr. Nicks. 
The children had a most enjoyable 
afternoon picnic at Repulse Bay in 
October.. During the year the 
Scholars contributed $150 to the 
New Territories . Evangelisation 
Society. : 
Quarry Bay. 


~ The Sunday School at Quarry 
Bay meets at three o’clock on Sun- 
day afternoons in Taikeo Club Hall. 
The attendance has been well 
maintained during 1931 and there 
are about 40 names on. the roll. 
The children’s weekly offerings 
provide education for one pupil in 
the Ying Wah Girls’ School, The 
school is fortunate in having an 
enthusiastic band of teachers who 


White Pooker Duofuld owners ‘do not 
ahnro (iu general aversion ta lending (be- 
eaves ro hand distorts tht mireclo point), 
yet to deprive them of their pet pens 
carrying a good thing too far, 

But if porenta don't supply enough pens 
to go around, iow can a follow learn the 
threo R's, especially when two of them— 
"riting and ‘rithmetic--depend on baving « 
good pen ard pencil? 

With school days here again, lot'sdsaom. 
blo at the nearest Parker Pen counter, 

Let's note especially that Parkor Duofold 
Penn have 229 to 699 moro ink capacity 
than other makes, Nono of theso has Park. 
ers Pressureless writing point, Invisible 
Fille tnd utrenmlined style—"America’s 
shapcliedt”--with ‘Patented Clip that lets 
the Pen or Pencil ret low and unexposed 
in the pocket, or without bulgo in handbag, 

Come on, School Dnys—Duofold’s ready 
te got Get a Parker Duofold Pen and 
Peneil Set, co you'll be roady, too, 


Sel: Wholesale Agents: 


Do¢ge & Seymour (China) Ltd. 
SHANGHAI 
Hongkong—Tientsin—Harbin 


Pa rker Duofold | 


Ladics’ Committee and Guild. ° 


The report of the Ladies Com- 
mittee and Guild states:—-At the 
firat mecting tho title of the Com- 
mittee was changed to the Ladics 
Committee and Guild and later in 
the year tho members of the work 
party sub-committee of. the Wo- 
men’s Guild were co-opted. 


Two jumble sales were held onc 
In May the other in November, and 
proved very successful, As a re- 
sult-of--the -frst-the -aum- of- $400 
was given to the Hongkong and 
New Territorles Evangelisation 
Society. Tho second sale was in 
ald of homo charitics, but it was 
decided to defer remittance mean- 
while, on account of the low rate 
of the dollar. 


do much good work among tho]: 


scholars, 

The Committee desires to ex- 
press its deep appreciation of the 
work done by those who have 
helped inthe Sunday Schools dur- 
ing the year. 


Kowloon Unton Church. 


The Committee desires to con- 
gratulate the Kowloon Union 
Church on the completion of the 
new church and manse, also upon 
the now constitution which they 
have adopted. We rejoice with 
them in the settlement of the Rev. 
Dr. Allen, as successor.to the Rev. 
Horace Johnston. The enthusiasm 
displayed during the year and the 
large gathering to welcome the 
minister promiso well for the 
future. ae 


One Never Can Telll 


A bridge and mah-jong drive 
was held in October and proved a 
great success in every way. 
feature of the meeting was splon- 
did display of work demonstrating 
the activities of the working party 
of the Guild. A social gathoring 
for service men was held in March 
and was well attended. 

Some of the mombera of the 
committee - arranged afternoon 
parties at their own homes, as aA 
reault of which the soclal enter- 


tainment-fund. benefited consider-_..._. 


ably. 

Other activities included, the 
provision of flowers ‘and other de- 
corations for the church, and the 
undertaking of ten arrangements 
for'the Sunday: evening social. 
hour. © “ 


Ys can obtain quick rellef from the pains end 
discomfort of indigestion if you neutrallse the 
excess stomach acid which In nine casca out of tenis 
_ the root cause.~ To do this take a Une *Bisurated”” 


biter meals or wherever pain isfelt. “The 


Ma; 
area is immediately neutralised and all 


and feeling of discomfort vanish. 
nesia is known all over the world 
togive immediate relief from tho discomfort 
ins of indigestion. 
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THING tS BOUND To 


RDY LONDON WO 


ft was a cold winter day, and that wate 
women runnere didn't mind, ac their smile 
«had to ford « siream during a cross-country 


icy. But these 
t, when they 
at Morden, in 


the environs of London. 


* en 
anime NETIC ES 
PsP ate » more : 


NEW LEVEE BREAKS ON THE TALLAHATCHIE RIV 
sippi delta area below Memphis. 
photo here shows & street in Sharkey, 


gael mI, erate any 


THREE KINDS sisi 


Anne, Cretly and Mary-Frances Fenwlek 
five with their grandparcnia, once wealthy, 


now no Inmoveriohed that Ann's 


aarninge sup 
have been a 


tthe housrhald. 

phanrd aince childben 

arandparenia are fhuwn  feapectively aw 

“Hosalle and “Grand and vy Inelet ate 

pretences of their former wenlth. 

TK, ant Cecily, 22, da eecretarinl 

work and Mary-Franonw, 1h. dy atl tn action, 

When the etery opens Anne hae been ene 

waxed to Philip Keroyd, young lawyer, for 
alght yourd. 

Ceelly trings Barry McKee! hunw te din 
nee, At fe evident that abe be falling in love 
with im, Bary-Frances bas a telephone call 
from her Criend, Ermintrade, who la carted 
about Ue arrival of an actor known as Far) 
fhe Armouat. ‘The two gird imuke plane to 
meet him, UH comes ta pee Anne. To te 
late and rather Irritntte, When br leaves 
he neulecta to klas Anne, 

Newt afternoon Mary-Francea and Ermln- 
trufe go down town hoping lo meet De 

+ Atmount. 


alatern 


The 


CHAPTER IX 


Ermintrude, plumper and less 
favoured with positive prettiness 
than wag Mary-lrances, and 
henee her satellite, received the 
accusation at least indifferently. 
Since nine o'clock the  previota 
‘evening, omitting only the few 
xrudged hours given to sleep to- 
wurds dawn, and the stupid inter. 
val apent in the high-schoo! class- 

* rooms, Mary-Frances had talked 
uneeasingly of her approaching 
romance, That she herself waa 
slightly bored with the 
Ermintrude would not have admit- 
ted. That sho was fearful of pro- 
ceeding further Into it Ermintrude 
had been admitting repeatedly 

‘and more and more urgently for 
18 hours, - . 

“Yes,” said Mary-Frances, “that 
is the trouble’ with you, Ermin- 
trude.” | ¥ 

“What 18?” asked Ermintrude. 

“That you're like my’ sisters, 
Ann and Cecily, I told you. They 
think any old thing Nke their 
joba, or keeping that old house 
of ours for Grand and Rosalie, or 
my cducation, even, is more im- 
portant than love.” : 

__ “Evorybody says,” contributed 
Ermintrude, “that your sistera are 
awfully good girls.” oo 

w—,“Well,” sald Mary-Frances, 198 
if the discussion had been-ono of 
racial characteristics and Ermin- 

- trude bad remarked that Ann 
and Cecily wero white, “of course 
thoy’re good. Why shouldn't thoy 
be good?". : 

“Anyway,” ssid Ermintrudo, “1 
don't think you'd better, Mary- 
- Francos, I don't honestly.” 

'_ This tendoncy on the part of 
her friend. for taking long back- 
ward conversational Icapa inatead 


affair, 


‘STRAHAN 


— mes CA Bn Ce tiber, UU Ind C8 

of advancing: im order had ever 
been, for Mary-Frances, a trying 
tendency, At the moment, it was 
more exasperating than usual, 
because Ermintrude knew, since 
she had been thoroughly informed, 
that Mnry-frances’s whole life's 


venture, “Ermintrude Hill,” said 
Mary-Frances, “sometimes you 
make me just sick and disgusted.” 

“Last onight”* | Mary-Francea 
conecded, “you were all right. 
You understood about fdeals, and 
the Importance of love and every- 
thing. 1 don’t know what's got 
into you today. I guess vou just 
don't cure about my life's hap- 
pincas being fulfilled nor any- 
thing.” ; 

“T do too,” ‘said Ermintrude. 
“But just the same I don’t think 
you should go and pick up strange 
men on the street.” 

os e ° 

“That's nice, isn’t it?” reprov- 
ed Mury-Frances bitterly. ‘And 
it was you your own self, over 
the phone last night, that said 
all about soul crying to soul and 
everything.” - 

“Well,” Ermintude gloomily 
admitted, “maybe I'did. But just 
the stme, if Mother ond Daddy 
should find out that I picked up ao 
strange man on the street they'd 
kill me. They'd: just naturally 
Kil me—that’s all.” Ue ae 

“Tl suppose," sald Mary-Frances, 
spuriously matching Ermintrude'g 
gloom, “that you expect to get a 
long ways with your stage carcer, 
and receive ovations and every- 
thing, without a bit of bravery: 
Not aven a teeny bit of bravery." 

“To-day, during algebra,” snid 
Ermintrude, “I kind of got to 
thinking about Peter, and I just 
almost decided to give up the staga 
for ncareor.” 

If-Ermintrude, with tho thin 
wedge, had hoped to open a dis- 
cussion of her own affairs, hor 
hopes wero unavailing. Rosy- 
meando, by this.timo, had been loft: 
behind, and the girls were com- 
{ng down a small hill covorad w'th| 
tho lush, heady greons of Oregon's 
uncultivated shrubbery. / the 
foot of the hill o service station 
sprouted, shining red and white 
in tho gun. Mary-Frances clut- 
ched Ermintrude’s arm, “There?” 
she said. “I'll stop in thore and 
fix up, They havo a ladies’ rest 
room. It will be bettor than go- 
ing on down to Palmer's, like we'd 


i 
t- a 

happiness depended upon auccess- 

fully carrying through this coming i 


MEN ATHLETES: TW 


Hailed in Paris with all the 
pomp accorded to the rulers of 
the greatest nations, the Crown 
Prince of Abyssinia is shown 
here as he elgned the 
Golden Book at the Arc de 
Triomphe in the Fresch capital. 
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CROWN: 


E R flooded $0,000 acres and marnooned 7500 persons in the Misals- 
Flood conditions were describ od as the worst in history in the entire Tallahatchie basin. The 
just after a break in th o levee had sont the swirling flood waters into the little town. 


PRINCES. 


No.one could say that Miss 
Adrianne Dore hadn't “a leg to 
stand on” when she applied for 
a job in ‘the talkies. Already 
the former “Mise America,” 
beauty contest winner, is a foa- 

tured Alm player. 


REFUGEES FROM FLOODED MISSISSIPPI towns in the Tallahatchie river basin aré shown 


crowding Into Webb, Miss. in boats. 


Streets in Wobb itself were covered with water, but In the’ 


lowlands residents ware forced to housetops when water rose in eome inetances to a depth of 10 


planned.” 

“I don’t hardly think they'll let 
you,” Ermintrude objected. 
“Without a car or anything.” 

“They'd juat better try to stop 
me,”-' threatencd Mary-Franccs. 
She was a female thing, questing 
for lova and benuty.’ Her tiny 
nostrils dilated slightly. 


The attendant at the sérvice sta- 
tion, pleasantly named Albert Jol- 
ly and os British as “Zed,” had 
noticed two girls, whom he might 
have described ns sweetly come- 
ly, approach and cross his gravel- 
ed.corner, He had noticed them, 
and busy with his pumps and his 
oll cans, he had promptly forgot- 
ten them. He was vaguely start- 
lod, 15 minutes Inter, when he saw 
the two young persons again in 


feet. 


—— 


Mary-Frances had resolved that,|avenuo;” and if the old strect, 


to look decent. The 


for once in her, life, sho was going| dappled with sunshine through its 
lipstick,|sproading locust trees, attempted 


which had done double. duty for|enticements or invocations they 


cheeks and lps, had been purloin- 
ed from Cecily, a8 had the clown- 
white powder, undimmed by the 
tan and the pink powders with 
which Cocily carofully blended it. 
The cork for tho eyelashes and 
eyebrows been burned in 
Ermintrudo’s bedroom the night 
before; the bluing for the eyelids 
had been removed from tho large 
bottle in the Hills’ kitchen to o 
small vin] that morning. 

There could. be no doubt as to 
the altered appearance of Mary- 
Frances, Ermintrude, looking 
ngain at hor friond as thoy left 
the gravel and gained the side- 
walk, declared, ‘You're a perfect- 
ly ravishing beauty, Mary-Francea 
darling. And, my, but you look 
old! Honest, no fooling, you look 
almost—jaded.” Which was do- 
livored as high homage, and which 
qwas so received. 

‘The girls went on, past. Rosy- 
moado’s Development and Realty 
Company, down Tanner atrect, poat 
Tke Crombloy’s New and Socond- 
Log Sorry terme yo 

ans Souc! artments, P 
. owing the sign, “Fenwick 


(Continued on Page 11.) 


COMING SHORTLY 
‘TO THE KING'S . 


Those who are particular 


about their appearance 


Hat which imparts that 
. eharacter of distinction to the 
Priced ‘frum well dreesed man. . 
$16.50 : 
Less 10% : : 
Cash Discount. 


ACKINTOSHS [TD 


MENS WEAR SPECIALISTS 


RACE WEEK SPECIALS 


ForjHongkong’s Yearly Event. 


A™ Dainty Range 


of— 


STRAW HATS | 
In Charming 
Styles. 


a 


also 
NEW STYLES IN 


COLOURED and WHITE FELTS 


From LONDON, NEW YORK snd PARIS, 


<A 
WHITE WOOLLEN COATS and PULLOVERS © 
Also Showing Now At— 


ELITE STYLES: 


' A. P.C, BUILDING. 
Queen’s Road, Central, 


Tel.'22482. 


WHITEAWAYS 
MEN'S FELT HATS | 
ie : _ FOR . 
‘THE RACES. 

NEW ‘STOCKS: 
‘POPULAR MAKES” 
Snap or Curl Brims in 


newest shades of: Greys, 
Browns, Etc. 


$10.50 

es to | 
rr $25.00 
Men's Outfitting | Dopartment. . 


Whitesway, Laidlaw & Cow Ltd. 


a TODAY'S 
WANTS. 


25 Wonpa .. 1... +. +» $1.60 
(32.00 If Not Prepaid.) 
Tho following, replles have been 
roocived:— , 
919, 


SITUATIONS 


WANTED.—Two qualified resident 
Englist. MISTRESSES for upper and 
lower Schovl work. A ply at once 
to the Hendmistrens, Diocesan Girls’ 
School, Jordan Road, Kowloon. 


. WANTED KNOWN 


EE nee 
INDIAN EATING HOUSE—No. 14, 
Morrison Hill Road, near the Razo 
Course. Tel. 28229, The only place 
where you can get we moat delicious 
Indian) Chicken Curry and Rite. 
Clean and Attractive. Once, tried, 
you will alwnyn patronise, Charges 
vory moderate. 


NEW ADVERTISEMENTS. 


RACE ‘HOLIDAYS. 


The Exchange Banks will open 
at 9.30 am. and will close at 12 
Noon, for the transaction of public 
business on Monday, Tuesday and 
Wednesday, the 22nd, 23rd) und 
24th, February, (Race Mecting). 

Hongkong, /8th, Februaty, 1992. 


— 


NOTICE. 


RACE MEETING. ' 


On Monday, Tucsday and Wed- 
neaday, the 22nd, 23rd and 24th 
February, 1932, all Departments 
will be closed at 1 p.m. ....- Tues 


“On these days, 


The Hongkong Dispenanry, Diapen- 
sing Department, will be opened 
for the purpose of diaponsing pre- 
scriptions from 6 p.m. to 7.30 p.m. 


A. §. WATSON & CO., LTD. 
Hongkong, 19th February, 1982, 


LOST: 


near Memorial 
dox, 


LOST.—On 16th 

Honpital, Penk, Black puppy 

4 monthn old, (Spaniel/Terrier) had 

Collar and Licence No. 1323, Very 

friendly answers to “Jnke" or . any 

name. Finder please Inf rom A 
2406" 


MISS VIOLET CAPELL reyrete 
having to, can: el, until further 
nolica, her resuription of dancing 
clannes, 

WANTED.—Hy Buropean couple Kew. 
toon or Hongkong anv or tive rooms 
furnished oor party furnished, no 
board. Write stating price nnd 
locality to Box 927, “Hongkong Tele- 
graph!’ 


WANTED. - buropean Violontat for 
Private Dance Orchentra (once or 
twice n week) after Oflice hours, also 
amall Dance Orchestra, Write Box 
No, v24, “Hongkong Tolograph.” 
papilla e E RiXreeeeters 
WANTED, —English M.G. for Eur- 
epean Dance Club {after Office 
hourn). Write Box Ne, 125, “Hong: 
kong Telegraph.” 
WANTED TO BUY. Bieyele, gents 
wocond hand, price must be moderate, 
State make accessories ete, Write Box 
“Hongkong Telegraph.” 


FOR SALE 


FOR SALE. - MOTOR CARS Stude- 
baker Roadster; Engine in good con- 
Fiat Touring; Bargain 

cer Touri 4 senter; 

IROCYCLE AU with 

valve, 


Rudge $175. 

D.KW.; Very powerful; $3 
particulars on request, — Apply Box 
No, 926, “Hongkong Telegraph.” 
FOR SALE.- White Leghorn Cockerel 
and 2 hens alsa hatching eee 
A a, ¢Hongkon ‘Peie- 


TO BE SOLD. 


55 THE PEAK, Intely occu by 
Dr, Harston and adjoining the Pea 
Hospital, Unfurnished, Convenient, 
comfortable snd cool, Six roums and 
Dresning, room. Four bathrooms, 
hot and cold wnter. Modern sanita- 
tion. Gas and Electric Light. 
of Tonnia Court, Suitable for a Mess 
of five, or could be ensily divided to 
suit ‘two couples. Close to Tram 
Station and Motor Road. 
Apply: 
THE HONGKONG REALTY AND 
TRUST COMPANY, LIMITED. 
Exchange Building. 


. TO LET 


—— 
TO LET.—fully furnished house—in- 
cluding linen and cutlery—on Peak. 
Four bed-rooms with bath Toons at- 
tached, dining room, large drawing 
room and large verandeh. = Modern 
Sonitation throughout. First class 
grass tennis court. For nino monthy 
from 1st March. Rent very  mo- 
derate, apply Box No. 921, “Hongkong 
Telegraph.” 


APARTMENTS . 


AIRLIE" 
Road, Kowloon. Under European 
Manogement. “Excellent — Cutsine, 
Modern Apnrtments, Terms Modcrate, 
’ Threo minutes from ferry. Tel. 67367, 

—=—_—_———— 


- MRS. MOTONO. 
- Massage. 
Hand and Electric 
.21h Wyndham Street. 


. METALS 


of all kinds capecinily for 
ship-building and engincoring 
work. .Completo stock. Best 
Terms, Immediate dellvory. 


SINGON & CO 
ESTABLISHED A.D. 1880. 
"Telephone: 20515. 

. BING LUNG ST. 


Une’ 


TRINITY COLLEGE OF MUSIC 
TONDON 
IACAL, EXAMINATIONS. 


The Jast day of entry for forth 
comings examination in 


Theory and Vractical 
will be 27th February, 1932, entry 
forma may be obtained from the 


Local Seeretary 
Wm, ANDERSON, 


c/o Anderdon Music Co.. Ltd 
leo House Street, Tel. 21822 


NOTICE , is hereby given | thi 
the Annual Ordinary Genera 
Mecting of Sharcholderss - will bi 
held oat the .Hongkong Hotel 
Hongkong, on Monday, the 29th 
February, 1932, at 11.50 am. fo 
the purpose of receiving thr 
Report of the Directors together 
with a Statement of Accounta for 
the year ended 31at) December, 
931, 

The Transfer Books of the Com- 
pany will be CLOSED from Thurs. 
day, 18th February, to Monday. 
29th February, both days inclusive 


JOHN D. HUMPHREYS & SON, 
General Managers, 


Honghong, 10th Febraary, 1932, 


HONGKONG & SHANGITAT 
BANKING CORPORATION, 


Notice is hereby given that the 
Urdinary Yearly Meeting of thi 
Shareholders in this Corporation 
will be held at the Head office of 
the Corporation, No, t Queen's 
Road Central, Hongkong, on 
Saturday, the 27th February, 1932. 
at 21.30 a.m. for the purpose of 
receiving the Report of the Board 
of Directors together with a 
Statement of Accounts for the 
year ending 31st December, 1931. 

The Register of Shares of the 
Corporation will be closed from 
Monday, the 15th, February, to 
Saturday, the 27th February, 1932 
(hoth days inclusive), during 
which period no transfer of 
shares can be registered. 


By order of the Board of Directors 


Vv. M. GRAYBURN, 
: Chief Manager 
Hongkong, Sth February, 1992. 


HOTEL.—23-26, ' Nathan |. 
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PARTICULARS & CONDITIONS 
cof tho Sule by Public Auction to 
bo held on Monday, the 22nd day 
of February, 1932, at 3 p.m., at 
the OMces ‘of the Public Works 
Department, by Order of Hin 
Excolloncy the Governor, of one 
Lot of Crown Land near Wong 
Nei Chung Gap, inthe Colony of 
Hong Kong, for a “term of 75 
years, with the option. of 
renowal at a Crown Rent to be 
fixed by the Surveyor of His 
Majesty the King, for one 
further term. of 76 years. 


PARTICULARS OF THE LOT. 


Houndary 
Mesourements. 


Contents in 


w. 


a. |x. w. 


| Registry No. 
| Locality. ” 


fool fect teetiteet 


000 


As per sale plan, 


Lot No. 4 


Near Rural Building’ 


Baral Bonding 
Not No. 332, Repulse 


About 12 


THE HONG 


ANNUAL RACE MEETING, 1932, 
20th, 22nd, 24rd, 24th and 27th 
February, 1932, 

On Saturday 20th, Monday 22nd 
Tuesday 23rd, and Wedneadny 240 
February, the first: bell will be 
rung at 11] am. and the first rae 
will be run at 12.30 a.m. On Saturday 
the 27th February, the first bell wil 
be Tung at 1 p.m. and the first race 
will be run at 1.30 p.m, 

The tiffin interval will be taken after 
the fifth race on the first four days. 

MEMBERS’ BADGES AND 
ENCLOSURE, 

Members are reminded that 
and their Indies must! wear 
badges prominently displayed. 

No one without a badge will be ad- 
mitted to the Members’ Enclosure. 

Badges admitting non-members t 
the Members’ Enclosure and Clut 
Roomp at $10.00 per day including 
tnx—or $40.00 including tax for th 
Meeting (Indices $5.00 and $20.01 
respectively), are obtainable throug) 
thu. Sceretary upon introduction by ¢ 
Member, such Member to be respon. 
rible for all chits, ete, 

Badges admitting to Momberw’ 
Enclonure will NOT be on aale at the 
Race Course. woe 

A limited number of Tifins will bc 
obtainable .each doy at the Club 
Houre, provided they are ordere: 
in advance from No. 1 Boy, Telephon 
No, 21920, 

On no pretext will children be per- 
mitted in either enclosure during the 
first four dnys of the Meeting. 

PUBLIC ENCLOSURE. 

The price of udmission to the Publi 
Enclosure is $4.00 per day including 
tax for all persons including ladics 
and ix payable at the Gate. 

Soldiers and Sailors in uniform arc 
admitted to the Public Enclosure ao: 
$1.00 per day including tax. . 

Bookmakers, Tic Tac men ete.’ wil 
not be permitted to ‘operate withir 
the precincts of The Hong Kone 
Jockvy Club during the Race Meeting 
Tiffins will be obtainable in the 
Restaurant in the Publie Enclosure. 

SERVANTS’ PASSES. 

Passes for Servants will be Issued 
on upplication to the Secretary, 3rd 
Floor, Gloucester Building. - . 

Employers are requested | to dis. 
tribute them with discrimination and 
torendorse their names on the passer 

Servants are not permitted in thr 
Memhers' Enclosure except for puss 
ing through ‘on their duties but mus! 
remain in their employers’ stands, 

Any persons found foltering with 
Servants’ passes in. their possesslor 
will forfeit the same and will be 
removed from the enclosure. 

By Order, 
Cc. B. BROWN, 
Secretary. 
Hongkong, 8th February, 1932, 


ASSEUR R, SHIMIDZU. 
ASSEUSE 8. HONDA. 
ASSEUSE 8, KISAKI. 
Zecummended for many years tor 
Government Civit Hospital. Peak 
Hospital, etc. and by all the loca 
doctors. 
24, Wyndham Street, Tel. 24941. 
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THE MACAO JOCKEY CLUB. 


REMINDER 


; ENTRIES for the Spring Race Meeting 
to be held at Macao on Sunday, the 13th 
March, 1932 close at 5 p.m. TO-DAY, 


\ 
H 


the 19th February, 1932. | 


re a 


TO-NIGHT IN HONGKON 
(WANCHAI RECLAMATION—9.15_ P.M.) 


Owing to the attendance 


of H.E, the Governor on 


Saturday night, the performance will start at 
9.30 p.m. instead of 9.15-p.m.. 


HARMSTON’S CIRCUS. 


30 
50 


EUROPEAN ARTISTS 


PERFORMING ANIMALS 
MATINEES 


30 
50 


SATURDAY & SUNDAY AT 4.15 P.M. 


‘CHILDREN 


HALF PRICE TO -MATINEES ONLY. 
PRICES OF ADMISSION 


(Including Tax). 


.. $22.00 
$ 4.40 
$ 3.30 


Full Box to hold six .. 
Single Seat in Box .. 
First Choirs ..-.... pales 


Booking at Moutrlo’s Co. 


Second Chatra .. 
Stalls Carpets . 
Gallery ......eeceee 


Sundays At The Circus 


Soldiers and Sailors in Uniform 
Half price to stalls and second chairs only. 
Menagerie Open Daily From 8.00 a.m. to 6.00 p.m, 


W. HARMSTON, 


Proprictor. 


NOTICE. 


SSSAGERIES 


CONSIGNEES 


COMPAGNIE DES 3 
MARITIN 
Prom DUNKIRK, ANTWERP, ROT- 
TERDAM, LONDON &e. vin 
SHANGHAL, 


The Steamship 


“DOCTEUR PIERRE BENOIT" 

Arrived Hongkong on Friday, the 
19th, February, 1032, 

Consignees of Cargo by the above 
named steamer are hereby informed 
-hat their goods with the exception 
of Opium, Treasure nnd Valubies are 
ating landed nnd placed at their risk 
in the Godowns of the Hongkong 
Kowloon Wharf and Godown Co. Ltd., 
Kowloon, whence delivery can be 
obtained as the goods are Inanded.— 

- Goods not cleared within 7 days 
including date of arrival, will be sub- 
ject. to rent. 

All claims must be sent to the 
undersigned beforo Monday the 
20th. February, 1032 or they will not 
ve recognized.— 

Damaged Packages must bo left 
in the Godowns for examination by 
the consigneen, and the Company's 
Surveyor Messrs:—Goddard ‘and 
Douglas: at 10.00 a.m. on Thursday 
the 26th. February,.1932.  Consigness 
must have a Revenue Officer in atten- 
dance when damage dutiable goods 
are examined by the Company's Sur- 
veyorn, . 

No claims will be admitted after the 
goods hnve left the Godowns. 

No fire insurance will bo effected 
by us in any case whatever, 

R. OHL, 


N.Y.K. LINE. 
(NIPPON YUSEN KAISHA). 


From EUROPE snd STRAITS. 
The Steamship 


LIMA MARU,” 

having arrived from the above ports, 
Consignees of Cargo are hereby in- 
formed that thelr Goods are beirg 
landed and place at their risk in the 
Hongkong and Kowloon Wharf and 
Godown Sompany’s Godowns at Kow- 
loon, whence delivery may be obtained. 

Goods not cleared by the 25th 
February, 1932 will be subject to rent. 

Damaged packages must be left In 
the Godowns for examination by the 
Consignee’s and the Co’x representa- 
tives on any Tuesdays and Fridaya, 
at 280 p.m; within the free storage 
Period For the examination of damag- 
ed dutiable gools, the consignees 
must arrange for a Revenue Officer to 
be present. 


R. BELL, 


Representative, 


A, J, CLOTHIER, 
Agent. 


QUEEN’S THEATRE. 


“THIS MODERN AGE” 
SHOWING. 


“This Modern Age,” now show- 
ng at the Queen's ‘Theatre, pro- 
vides an excelent vehicle for Joan 
Crawford's acting abilities, al- 
chough the story is not a particu- 
‘arly grippingg one. She plays the 
role of a modern young woman, 
wha, deapste her love of a gay life, 
rebels against the atmosphere 
created by her fast-living mother. 
Romance is introduced, of course, 
and in the end. everything works 
aut satisfactorily. 5 

Joan Crawford ia quite good in 
the part, but Pauline Frederick 
la even better na the sophisticated 
mother. Neil Hamilton plays the 
male lend, but he is not too con- 
vincing. |The film is admirably 
produced, with some effective 
yettings which go a long way to 
make up for shortcomings in other 
respects. . 


EXCHANGE RATES. 
7 Yesterday. 
87.79/16 
17% 
14.52% 


18% 
220 | 
2 


Previous Day. 
.-8T.7/16 
17.21/32 


391g 
1/11.3/16 
3.44% 
8.51 
32 
44% 4 
517% 
1/56.19/32 | 
24.70 
66% 
17% 
18% 
116% 
109% 
4,8/16 | 
1/6.5/32 
1/11,18/16 
30% 
3.96 
-19.9/16 19.09/16 
19.11/16 19.11/16 
-— British Wirctloss. 


Buenos Aires, ..39% 
Shanghni... -1/11.6/32 
New York.. ' 
Amsterdam.... 

Viennn... . 

Madrid. 

Bucharest 


Hongkong .1/6.21/32 


Copenhagen, ces 


+1/6.6/32 
-2/0% 
+31 
26 


Montevideo. 

Montreal .... 

Silver (spot) .. 
» (forward) 


All cinims must be presented 
within ten ‘days of the steamer’s 
arrival here, after which date they 
cunnot be recognized, 

No clnima will be admitted after 
the goods have left the Godowns.* 

No firo insurance has been effected, 


NIPPON YUSEN KAISHA, 
Hongkong, 18th February, 1032. 
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| Swatow ha 


“POST OFFICE NOTICE 


‘Information has been” received that the Siberian route Is uninter- 
rupted and the service by this route will accordingly bo resumed forth- 
Tho Public are, however, warned that, as this Servico fa somowhat 
precarious, and att Heels ao suspenston without protic, letters will only 
oO necop at acnders’ risks. In the avent of tho Heo, belng aga 
suspended all deters will bo forwarded vin Sucz. ee as 
? tlore ani atcards for ‘ 
aad Siberia itieas crcribed anu duutn Amarica are forwardeé 
‘ B notified for the Information of holders 
Gencral Post Office that on and after Ist Pobruary Bei iad padcetelle Posie 
will bo placcd in the Boxen. A notification will bo substituted and Box. 
holders are. Tequested to call or send for the correspondence at tho Box- 
cl an re f oe am = 
livery af the laters or packets pie eee Ce 
5 © Parcel Post Servico to Shanghai and 2 
sumed as from to-day. me slid suey me = 
: ‘INWARD MAILS. : 
‘ From Per Due 
Europo vin Negapatam (Letters 
and Papers) London, 21st Jansary Kashima Maru ,.,,.. February: 20. 
U.S.A\, Honolulu, Japan and Shang- ‘ 
hal (San Franelsco, 22nd January) 
and Europo a Biborla (London, ‘ 
ANUATY), precceevecceeseoe Pres, Garfield ........ Febru is 
Canada, U.S.A., Honolulu, Japan : ae 
and Shanghai (Vancouver B.C., : . . 
80th January) ... Emp. of Japan ..,.....Fobruary 21. 
aararen eae February ‘21: 
se eeeeeeeces SHUMMMN cece cece eee eee 22, 
apan and Shang- : ; aiid 


Mth January) 


Pros, Lincoln ........ February .22. 


Manito .. teceeveees Annma Maru .........-Fobruary 22. 


London, Parcela only, London, 14th 

January eeee Momnon ... 
Cnleufta and Straits .............- Santhin .... 
Europe vin Suez (Letters and 

Papers) London, 28th January 

and Parcels, 21st January .,.... Rajputana 
U.LS.A., Cannda, Japan and Shanghai 

(Senttle, Oth February) Pros, Tnft 

. Kitano Mar ..,.. 


Japan wie 

Japan and Shanghai Naldera 
. VUTWARD MAILS. . 
Per Date ond Time. 
Kumsang .... Thur. Feb. 19, G p.m. 
+ Chung Kong .. Fri., Feb. 19, 6 p.m. 
President Cleveland .. Fri., Fob. 19. 
Pareels, ..., Feb. 12, 3 p.m. 

. Ree, «+ Feb. 19, 4.16 p- 
Lotters .,.... Feb. 19, 6 p.m.. 

(Due Victoria B.C., 8th March) 
Shanghai and *Kurope via Siberia President Cleveland .. Fri., Feb. 1. 
Reg. ......-. Feb. 19, G p.m. 
Letters ..... Fob. 19, 6 p.m. 


weeeeFobruary 24. 


.» February 2h. 


February 26. 
. February 26. 
February 26. 


Tourane ........008 
Japan, and *Cannada 


Straits, Ceylon, India, Mauritius, 
Enst and ‘South Africa, Aden, 2 
Egypt and Europe vin Marseilles Hakuann Maru ........Fri., Feb, 19. 
Reg., ...... Feb, 19, 4.80 p.n. 
Letters, .... Feb. 19, 4.30 p.m. 
G.P.O. . 
Reg., ..... ... Feb. 19, 5 p.m. 
Letters, ...... Feb. 10, 6 p.m. 
{Duo Marseilles, 10th March) 
Tai Ming . Fri, Feb. 10, 4 p.m. 
. City of Worcester Fri., Feb. 19, 6 p.m. 
weveeseevensece Prosper Fri, Feb, 10, & p.m. 
Jn Canada, U.S.A., 
Central and. South America and 
*Europe vin Vancouver BC. 
and *Europe vin Siberin ......... Emp, of Canada ....Sat. Feb, 20. 
Parcels, ...... Feb. 19, & p.m. 
Reg., ......-Fob, 20,016 am. 
Letters, .... Fob. 20, 10. a.m. 
ea (Due Vancouver B.C., 6th March) 
Manila, Australin: and New Zealand 
vin Thursday Inland ....e...e0++ Changte seceeeeseeeee Sat, Pob, 20. 
? . wo. Feb, 19, 6 p.m.’ 
. Feb, 20, 0.45 am. 


(Due Tharsday Island 27th Fob,) 
aa da oaahe a se ga beats Lycemoon ..Sat., Fev. 20, 12.30 p.m. 
. Canton Sat., Feb. 20, 2.30 p.m. 
Doliun ... Sat, Feb. 20, 2.30 p.m. 
Kingyuan ....8at., Feb. 20, 3.80 p.m. 
Kashima Maru Sat., Feb. 20, 3,30 p.m. 
» Menado Maru ..Satur., Feb, 20, 5 p.m. : 
Pres. Garfleld .. Sat., Feb, 20, 6 p.m. 
Kwanghcow .,., Sun., Feb, 21, 9 a.m, 
Hozan Mar ....Sun., Feb, 21, 9 a.m. 


Burdwan ....Mon., Feb. 22, 10,30 am. 
. Hydrangea .,..Mon., Feb. 22, 3 p.m. 

Tjisaroen .. Tues, Feb. 23, 10,80 a.m. 
» Kwolyang .. Tues., Feb. 23, 1.30 p.m. 
. Hai Ning .... Tues., Feb. 23, 2 p.m. 
« Pres. Lincoln Tues., Feb, 23, 4.30 p.m. 
Hopsang .... Tues., Feb. 23, 6 p.m. 


Samshui and Wuachow 
Manila 7 
Saigon 
Shanghai, 


Swataw 
Haiphong 
Straits 
Amoy 
Japan 
Hoihow and Haiphong - 
Manila 
Bangkok via Swatow 
Swatow, Amoy and Formosa 
Shanghal, Japan and, Europe via 
Ciberia 


Batavia 
Nojhow and Bangkok .. 
Swatow, Amoy snd Foochow . 
Maniln ........- 
Swatow cscsecceeees eet eee 
Japan, Honolulu, U.S.A, Canada, 

Central and South America and 

*Europo via San Francisco, .. 


Asnina Maru .........Wed., Feb, 24.. 
Registration ...-..23rd, 6 p.m. 
Letters ., 24th, 8.30 a.m. 

(Due San Fran » 16th March). 

+ Hosang ...-seseceree Fri, Fob, 26.. 

Parcels .., 

Letters ..,.. 


Swatow, Amoy and Foochow .....- Hatyang Fri 
Straits, Ceylon, {ndia, Mauritius, 
East and South Africa, Empt ; 
and Europe vin Marseilics Naldera ........,.+.,.+Sat. Feb. 27. 
Parcels, .....Feb. 26,430 p.m.. 
Reg. . Feb, 27, 9 a.m. 
Letters, Feb. 27, 10 am. 


*Straits and Calcutta -. 


Feb, 26, 1 pm. 


Parcels, 


Manitn, Australin, and New Zeatond 
vin Thursday Island . Kitano Maru ....-....Satur, Feb, 27. 
Reg, «+ von e 846 am. 
Letters, vissee 
(Due Thusdoy Island, 10th Mareh) 
... Mousang .....,.8un., Feb. 28, 9 am. 
.. Hikawa Maru Mon, Feb. 29, 6 p.m. 
q (Due Vancouver B.C., 21st March). 
Snigan, Ceylon, India, Mauritius, | 
Enat and South Africa, Egypt and . ; 
Europe via Morscilles ......--+ . DiArtagnan ......065 .Tues, Mar. 1. 


. Registration ...+-+eeeeel pam 
Letters oo... 
‘ . 
“Registration . +0145 p.m 
C Lotters wveeerseeee e230 p.m. 
: (Duc Marseilles, Ist April). 
+ Buperscribed Correspondetice only. ri 


Sandakan : 
Japnn'and *Canadn ...--. eee eee 


For the Best 
LOCAL VIEWS 
and ~ ee - 
PORTRAIT. PHOTOGRAPHS 
Go.To — 
MEE . CHEUNG 


Studio, lee House St... Branch 7, Heaconsfiald Arcade... 


...February 24. . 


af 


~ 


, 


SHOWING 


‘SAT., 20th .FEB.. 
"AND * 


SUN., 21st FEB... 


At the. 


KING’S 


BRITISH NEWS 
REELS... 


at 13.45 am. 


Continuous Programme. 


ALL 


Swimming lessons for tanks. 
Melbourno’a Royal ‘cattle Show. 
Yeomanry commnomorates § fallen 
comrades. 
To otart days apin, 
The voice ‘of the people. 
Kloction Impressiona, ° 
London maken a night of it. 
Amazing acenens at Enst Ham. | 
Mr. Ramaay MacDonald. 
Buffatocn at White-Hall. 
Getting ready for the fifth. 
Gay Fawkea day. 
The Prince at Mersneyslde. 
A preaent for I'rinceas Elizabeth, 
Mr. MacDonald after the victory. 
Wimbledon’s wonder, 
Goodwin's take thelr toll. 
The Lord Mayor's show, 
& 
Many others, 


Prices 
Stalls 
O. Circle .. 


Complete Change of Programme 
Weekly, 
Sate ata tete haath Mat aaa? 


THE 
LITTLE 
SHOP 


Sole Agents for— 


SHOEMAKER 
ART LOOMS 
RUGS 


- Peking. 


Now Being Exhibited. 


Prices fixed 


: by Factory, 


Sa ak el Mali Reliant atalilalisiall Dik) 


Latest ‘ 
BRUNSWIC 
and 7 


MELOTONE | 
-RECORDS 


, — Obtainalle— 


—from— 
THE 


BRUNSWICK HOUSE 


Arcade, Gloucester Bldg. 


er aaa tatata aha a MaM APS aPaaMaWRAU AA Sh aaa ia 


REDUCE without DIET 


. USE 
LEIOHNER SLIM 


BEAUTY BATH ‘1001."" 


Add itvto a warm Bath.- 
SAFE and SURE. 


THE HONGKONG TELEGRAPH. 


SHARE PRICES, - 


TO-DAY'S QUOTATIONS, 


The following Is tho lat of local 
shaora quotations Issued to-day; 


. Banks. 
‘Hongkong Bank, $1980 n. 
Chartered Banks, £11% n. 


Mercantile A. and B,, £18 n. 

East Asia, $127%% n---~ 
Insurances, 

Canton Ins., $1,360 n, 

Union Ins., 400 b. 

China Underwritors, $4.62%4 n. 

Chinn Fires, $590 n. 

ILK. Fira In., $1,260 n. 
Shipping. 


Douginses, $2614 n. 
H. K. Steamboats, $23 n. 
IndoChinaa, (Prof.) $32 n.. 
‘Union Waterboute, $26 n. 
Mining. 

Benguestu, $11.75 n. 
Kallana, 26/- n. 
S'hai Explorations, Tla, 2.10 n. 
Raubs, $39 5. 

Docks, etc. 
Kowloon Wharvea, $156 5, 
Whampoa Docks, $29 5, 


South China Motors $10 n. 
Providenta (old), $5 n. 


AAO 


SHANGHAI CRISIS IN 
PICTURES. 


Pictorial Supplement 
Feature. 


As there waa auch a demand 
for Inst Saturday's iasue of 
the Trlegraph Pictorial Sup- 
plement, containing pictures 
of the Shanghal crisis, 


have decided to devote a page 


we 


in to-morrow's Issue to the 


same subject. These will be 


found mort interesting for 
the purpose of rending ta 
relatives: at Home, 

Tn addition, there will be 
several pletures of — local 
events. 


DCAM TMA NTT Ne Te ATT TT TS 


Hongkews, Ts. 220 n. 
Now Engineers: Tis. 64 n. 
Shanghal Docks, Tla, 9044 n. 


; Cottons, 


Ewo Cottons Tia. 144% n. 
Shanghai Cottons, Ts, 8034 n. 
Zoon Sings Tis. 11% n. 


Lands, Hotels, etc, 


H.K. Hotels (old) $13.20 b. 
ILK. S. Hotels (new) $13 n. 
H. K. Lands, $76 n. 

Shai Lands, Tis. 30 n. 
Humphreys’ (old) $19-n. 
*Realties, $11.65 n, 


Public Utslities, 


Tramways, $20.80 n. 

Penk Tramsa, (old), $16.60 n. 
Star’ Ferries, $94 n. 
Chinn Lighta, $21.60 n, 

H. K. Electries, $7634 sa. 
Macao Electrica, $23 n. 
Telephones, $48 n. 

China Buses, Ts. 16 n. 
Singapore Tractions, 8/- n. 


Industrials, 


Malabons, $38 n. 

Canton Ice, $5 nn. - 

. Cements (com.) $16.90 b. 
Ropes, $16.40 sa. 


Stores, ete: 


Dairy Farms, $2912 n. 
Watsons, $16.60 n. 
Der A, Wings. $1 n, 
Lane Crawfords, $6 n. 
Mackintosh, $19 b. 
Sinceres $16 n. 

Powells, $3.60 n. 
Miscellancous. 
Amusements, $1914 b, x 
Kotertainments Cold) $16%4 n. 
Constructions (old) $6.15 n. 

S. C- Enterprises $10 n. 
Constructions (new), $1.80 b. 
R. Ind. G.& Ronda, $68% n. 
Loans, $3% b. Prem. 


TAKEOFF . 
\NITH AN 
AIRPLANE 
\WOULD &@e& - 
IMPOSSIBLE, 
Bogs. 
AUTDGYRO 
Rises 
SHARPLy 
FROM THE 


FIGURE 


THE PHARMACY | 


Asiatic Building. 


Tol. 20345, 


x 


WOMEN'S WORLD — 


FOR OUR LADY READERS. 


COLOURFUL SWEATERS ADD A PIQUANT 
NOTE TO WARDROBES. . 


* ¢'# 


.’ Necks and: Sleeves 


Have Originality 


ake ML thennm— 


(By Joan Savoy.) 

Nothing short of a whole dreaa 
or costume can have the cocktail 
effect of 1 becoming new sweater 
blouse. No longer can you call 
them merely “sweaters.” They 
have all the grace, piquancy and 
originality of hand-made little 
blouses, And usually they add 
much more in the way of colour. 

Sleeves Take on Variety. 

Necklines and sleeves are the 
points of chie to gaze at in the 
new sweaters. There are some 
little tricky pullovers that have 


.short, very full puff sleeves that 


fairly drop off a wide yoke. But 
for wenr in colder climes, there 


are several different’ versions: of 
the fancy long sleeve that will 
catch your eye. 

For one of the popular blue, 
blue and white tricolour effects, 4 
navy closely knit sweater (cen. 
tre) simulates the sleeveless gilet 
effect by having its tight little 
rolled collar, yoke and cap sleeves 
of lighter blue and white. The 
yoke and the Ifttle cap sleeves are 
something brand-new in the swea- 
tor ficld, looking for all the wotld 
the way a dainty organdy does 
when it uses ruffle upon rufile to 
achieve an effect. 

In Rough and Ready Mode. 


Smart for hard wear is the mid- nowadays! 


New Models Are 


“e - e@ 


Short, Fitted. 


jnight blue (left), that is practi- 
‘cally a black and white plain and 
polka dotted blouse. It is an unl- 
que knit, a diagonal knit with yoke 
and sleeves of white mesh with 
dots the same dark blue. : 

If it's something with colour 
that you are looking for, a new 
string coloured sweater, in o loose, 
easy knit, has a rounding, rolled 
collar, ‘scarf and puff sleeves of 
brown, orange and white. This 
is one of those short little swen- 
iters that fits down over the skirt 
j band, but no farther. This is 
the new length—all the smartest 


IHttle swenters are selling short 


—_—_— 


BEAUTY: HINTS. 


(By Alicia Hart.] 


Your eyes should be the loveliest 
port of your face, Keep them re. 
Inxed no tired little Tnen around 
the corners will not develop. Get 
enough wleep to keep them bright 
and shining. ‘ 


There are acvernal exercises whirh 
keep the muscles in and around the 
eyen firm and healthy, Sit ina 
comfortable chair and relax. New 
close your coves and ace darkness, 
Count twenty.  Onen them ane 
look at no bright -lieht. Count 
twenty again. Repeat both. exer- 


‘cixes ton or fifteen times. 


Focus your eyes on a point ax fre 
distant as yen cnn see. Count 
twenty, Quickly change the focus 
of your ever to n point at armne 
Jenath and county thirty. Repent 
these two evercicen, attempting, tor 
times. Now hold your hand erect 
and withet. tuening it at all, lock 
ag far to the left an ig peagihle ane 
then tothe rieht na fee aw cowl le, 
Do th‘'s ten times and thea mavn 
your ever ina complete circle, with. 
ont turning yeur herd, five. timer, 

= 2 a 


Open your eyen as far as vou can, 
count feur, close them tightly and 
count three. Repent the exercise 


RY GOS! GONG - 
UP STRAIGHT LiKE 
TMS, Yours 
APT ® Tae 
A TAILGPIN, 
AREN'T 


FRECKLES. 


ten times. Now sonk some cottor 
mda in coul water, placo then 
wer your eyes and leave them 
thora for five minuter. If yo 
possibly can, do the’ exercise: 
followed by. tho five iminnter res 
corfod, twice each day, 
notire n decided improvement botl 
in the beauty and the atrength o 
your eyes within a few weeks. 

You should use an eye bath at 
night te remove all the dirt ane 
dust particles which have collecter’ 
during the day. Fill an eye euy 
with a wenk solution of boracic acic 
and) water and thoroughly wast 
the eyes. If you prefer, you may 
tse a prepared antiseptic solutior 
instead of the bhoracie new. 
you have difficulty getting you_ 
oves to “wake up.” bathe them ir 
the morning ns well ov at night. 

If thoro are: tiny lines around 
‘vour even or if the rkin leoka stretch 
ed, pat them with a goad. naurin® 
‘ng cream before vou go to ber 
Teave a little of it on all nicht. 
T the Fnen are really etched int- 
the akin, nee a invacle netringert 
oil, Tt will be morn effective i? 
von warm ft before you pat it 
nround your oser. 

You should see an oenliat oner 
novenr and if he ndvines glaarer 
buy some. “Wear them when ve 
read ‘or rew, and in that wav, yor 
will keen them fram heeoming ae 
eack thet, you have to wear glasace 
all the timo, 


FRECKLES AND HIS FRIENDS 


NOT IN This JENKy, 

THOSE BLADES 

UP THERE PREVENT 
ANY SLIPPING = NOW 


You'T [- 


CAKES WORTH 
“TRYING. 


Marzipan Varieties. 

Put 4$1b. loaf eugar into a anuce- 
onn with oa ‘pint of water and ‘a 
pinch of cream of tartar. Boil to- 
-other, until a amall thread forma 
when the mixture is cooled and 
‘ested betweon finger and thumb. 

Add Ub, of ground almonda, the 
clichtly whipped whita of an eRe, 
vid n fow drons of almond arsence, 
-al bring to the boil. Turn the mix- 
‘ura on to. wet alah or board and 
~ork-inte various shaper with fin- 
ters.that have been dipped ‘ into 
sold watar 

By. adding a few dropa of nypro- 
rinta-calouring matter tort 
vertions of tho mixture you can 
~alea the most, renlintic cucumbers, 
annlos, carrots, pears, or eggs. in 
nenta. 

Almond Princes; 

Put. faz, of steved icing sugar ir- 
tan besin with 397, of chopped 
mImonda and 3 whites of exms. 
Wark all temether with, a wooden 
snnon for about ten minntos or until 
he mivture thi-kena, and then drop, 
m oamall nortions, on rice paner- 
novernd baking xhacts.” Lav an fow 
ahrada of almande on top of each 
Vttle enka nnd hake in a fairly 
quick oven, | 


FRIDAY, FEBRUARY 19, 1932. 
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all al a 


1A firat will not be likely to third 
so much if hia second be large 
and shady in thin American 

inlnnd. 7 
Tentton that becomen twisted in 
swine, 

Why hurt the Ind? He can’t 
help being coloured. i. 
Artful dog! to make a row about 
a bit of a allp like that. 

Ho cnught a whiff as he dropped. 
It almost unnerved him (hidden). 
When one ts divided by a Ictter 
it fs not suitable. 

What, with one thing and nn- 
other, one secures. 
“Ref. Ruth” (anag.). 

Roam here among the trees, 
Acid ‘claimed to be found fn an 
apple when the elnim fn made in 
the correct form. 

Here one muat tako measures 

about a total abstainer, ‘though 

jin ends be wido na tho poles 

asunder, : 
Breezy. 

Scatds sang heroic porma, 
binzes in a gentler way. 

Ten to onc—avernge person. 

We may come across’ theso 
puzzling mattcrs in gamer, 

The bird which has no fenthers. 
Here one ts in shaded surround- 
ings. - 

Half asheep is an opera. Which 
would you choose? 


This 


Down 


If you wanted logs for a hundred 
yenrs what tree might be ample? 
More clamant. 
Here we have the doings— 
and here we haven't any thing. 
5 4 in this in life. 
5 Is nothing in Nome injurious to 


HONGKONG SHARE 
MARKET. 


“OFFICIAL SUMMARY BY 
STOCK EXCHANGE. 


Thero {s riot much to report about 
the state of the market this morning. 


Sales. 


Hotels (Old) $13.10/13.40, 
Electrics $75% a 
Cement (Comb,) $16.86/17, 
Hongkong Ropes $16.40, 
Govt. Loans 4% Premium, 


Buyers. 


‘Hotels (Old) $13.20. 
Chinese Estatcs $95. 
Youmati Ferries $304. 
Cements (Comb.) $16.90. 
Amusements $10%. : 
Constructions (New) $2.76, 
Govt, Loans 3% Premium 


Sellers. 


Wharves $156, 
Docks $20. 


MISS SLADE’S. ARREST. 


THREE MONTHS’ GAOL. 


.. Bombay, Feb, 18, 

Miss ‘Slade has been sentenced 
to three months’ imprisonment.— 
Reuter. 

[Miss Slade, the daughter of an 
English Admiral, is known by the 
Indian name of Mirabai. Sho has 
been Gandhi's disciple and per- 
Sonn! attendant for some years.) 


Fami'lar Scenery! ~ eo nS 


LOes Ho TIME, Piuing INR . 


THE AUTOGYRO, IN. WHICH 


health? ‘ ag : 

7 Of no value—and desérving of + 
cas. 

9 One may be one in one on a 
train. . 

14 Sh! Beer before off may reanlt 
in a flare up. 

15 Tt was a atern oncort that édged 
him out hastily (hidden). 

16 Ethereal and Jntangible, ywt 
solid, so be it, toa T. 

18 Scottish John attends the ma» 
ket on a visitor from another 


sphere. ; 7 

19 “For rhyme the rudder is of 
verses, with which, fike ships, 
they ateer thein—."—""Ludtbras.” 

20 Nip off on finch at the end. _ 

2t Hero worship, 

25 Quite a sound size. 

26 Though this is near the ond, it’n 
really in the middle. 


{27 The only employer you can make 


sure of. 
Yesterday’s Solution, 


Om ae CAS AEL 
[VE KE LT a ne EL 
ce Ce HOTTER 
JPOTTER Tee ee ca hg 
om 5) ce ELOQUENT 
JHUKLY BUTT Ye veg i 
MOSMAN 


BMassk 1 


ee Hoe] 
eV @U RUN Se UMTN @mUNAsS G 


WA LTA at a f 

iF SMC: 3 ALLED 
bith mt a 
wy A Y) EMEN 


21 YEARS AGO. 


SOME EXTRACTS FROMTHE | 
“TELEGRAPH” FILES. 


The following extracts are from 
the Hongkong Telegraph for tha 
week ended Feb, 18th, 1912. - 

atmbeecuamchiaaiel. tells lace, pcp camila 

The rate. of the dollar on de- 
mnnd was Ja, Ad. 


A tiger welghing over 270 
pounds-was shot by villagers near 
Canton. 

* 0. 8 ; 

The wedding took place at St. 
Andrew's Church, Kowloon, of Mr. 


‘|}Alex Squair and Miss Dorothy 


Lambert. ¢ 
. * ° . “ 
In the Hongkong Races, Corona- 

tion Rose, ridden by Mr, Burkill, 

won the Derby, : : 


~ “BEER” 


The National Beverage 
OF A 


ROBUST RACE. 
HITBREAD’S 


PALE ALE & DOUBLE BROWN ALE 


“The Real Home-Side Stuff”! 


Sola Agents: 


A. S. WATSON & CO., LTD. 


THE ‘‘FEDERAL” 
RADIO-GRAMPHONE COMBINATION. 


“Cost little— gives 
Perfect Results "' 


Special Features: 


Nine tube Super-Hetcrodyne Radio Set. 
Perfected push-pull audio output. 
Four gang ball bearing Condenser. 
Tubes-3 Mullti-mu. 2 pentode, 

(1224, 2-227, 1-280. 


Ask for catalogues and particulars of our terms, 


S. MOUTRIE & Co. Ltd. 


JCHATER ROAD 


. | ARROW COLLARS 


For Com fort 


Front 24 in. 
Back 1h in. 
. Sizes 14 to 16) 


Arrow Semi Stiff Collars are 
the ideal Collars—being light 
in weight and made from- a 
strong hard wearing material. 


Front 2% tn. 


Back Nine: 


Sizes 14 to 164 


Lane, Crawford, Ltd. 


Men's Wear Stylista. 


Fit was an Inadequate table, 


a aad 


Snappy — 
' Sports 
Roadster 


STUDEBAKER 


PIERCE-ARRO 


THE NEW STUDEBAKER SIX 
70 HORSEPOWER SPORTS 
ROADSTER WILL DO BET- 
TER THAN 20 MILES TO THE 
GALLON OF GASOLINE. A, 
SEASONED CAR BUILT TO. 
TRADITIONAL SPECIFICA- 
TIONS FOR STUDEBAKER 
CHAMPIONSHIP PREFORM- 
ANCE -BUT NEW IN ITS 
BEAUTY OF LINE AND 
CONTOUR. : 


 COACHWORK :— 
New ant arresting beauty. 
COLOR :— 


Below Moulding; 
Absinthe Green, 
Moulding; Coach Green, 
Fenders; Black, 
Wheels; Absinthe Green, 
Striping: Cream, 


UPHOLSTERY :— 
Genuine Leather, 


harmonising with 
color achemne 


TOM 
Khaki, smartly shaped. 


THE DELIVERED PRICE 
COMPLETE WITH BUMPERS, 
SPARE TIRE AND TUBE IS 


HKS1,612, 


THE HONGKONG HOTEL 
GARAGE. 


The Hongkong & Stanghal Hotela, Ltd. 
Incorporated tn Mongkove. 
Btubbe Road * Happy Valley 


@he 
Pongkong Celegraph. 
Pieces Hehiihy ANIM 


WAR COSTS. 


Yesterday, we had some observa. 
tions on the popular fallacy that 
nations which Ko to war are only 
those who enn financially afford it. 
Te will be approprinte if we now 
turn tu the question of the cost of 
wars Some litle time Unaek oo 
trdde was prepared showing the 
evat of armed conflict to the world. 
inas- 
much ag ft tock no account of the 
destruction of property, the loss of 
human life and consequent im- 
poverishment, of the finanical and 
evonomie chaos produced, or of the 
moral and spiritual disturbance. 
These things: of course, cannot, for 
the most part, be estimated, “The 
table to which we are referring is 
simply a recapitulation of the Bud 
veta of the seven leading Powers: 
of the world insofar as they apply 
to armaments and Service (ts dis- 
tinct from war) pensions. Even 
in this restricted furm, the figures 
are striking enough, ‘They show 
that in a typical year no Jess a 
dum than £623.000.000 was actual- 
fy spent by the seven lending 
nations in respect of past wars, 
present armaments and prepara- 
tions for war which, despite trea- 
ties, may come, Here are the 
dctailed figures:—United States, 
£175,000,000; Great Britain, £116,- 
000.000; France,  £104,000,000: 
Russia, £91,000,000;. Italy, £50.000,- 
060; Japan, £49,000,000; Germany, 
£38,000,000. 


For comparative purnoses, — the 
budegetary method is somewhnt 
misleading, since there are coim- 
tries which are much more gen- 
erous to their soldiers than others. 
for thin reason, the figures given 
cannot be used as a test of relative 
armament. But the broad fact re- 
mains that more than six hundred 
millfons sterling was spent in this 
typical year on war and prepara- 
tion for war. .It should be pointed 
out that there are in addition war 
pensions other than service pen- 
slons. It should likewlse be point- 
ed out that there are debts from 
country to country which were 
brought inte being by war and will 
hang like o millstono on the necks 
of this and future genorations; and 
internal debts which absorb o high 


J office in the League 


percentage of tho national reyonud. | 
It fe’calculated that Great Britain, 
which {8 groaning under a mourit- 
{ng lond of taxatign, {s paying 65 
por cent. of Ita budget on behalf of 
past wars, and another 16 per cent. 
in preparation for possible future 
wars. Theso latter may ‘never 
come, and it Is hoped, and indeed 
widely expected, that they will not 
come. But they are being paid for 
In advance just the same. ‘ 


And the case of Great Britain is, 
of course, typical, In France, for 
example, 4 very smalt proportion fa 
left for current domestic and con- 
structive purposes after the over- 
whelming charge for’ past and 
future wars fa ‘met. Besides, 
though the seven lending powers 
arc included fn this list, examina- 
tion would show that the multitude 
of smaller nations are paying on o 
proportionate scale the same stag- 
ering tribute to Moloch, Ia it mot 
time, In a world which is presum- 
ably willing to be governed by 
reason, that this levy, sometimes 
as high as three-quartera of the 
national revenue, for wars past, 
present—nand feared—should — he 
reduced? To ask the queation — {n 
surely to anawer It. 


Developing Internationalists, 


The Secretariat of the League of 
Nations, whose composition has 
again been under discussion by 
the impending resignation of Sir 
Keie Drummond, the Secretary 
General, should farnish the world 
with modela_of international men, 
It iy true that all the chief offices 
have been allocated to various na- 
tions: Dut (he contention, notably 
ot Italy, that) appointments — to 
of Nations 
should be frankly nationalist, dis- 
torts the whole conception of the 
Lenguc, It does not matter that 
this poat is held by an Bngdish- 
man and that by a Frenchman, or 
a third by a German and iw fourth 
by an Ttalinn; but it dees matter 
immensely that in office elteh 
should regard himself not as the 
nominee of a nation but rather as 
the servant of the League of Na- 
tions, From thia standpoint the 
foreign ministers who go as dele- 
gates to Geneva are admittedly 
handicapped; in this is undoubted. 
ly to be found one of the reasons 
for the League's weak handling of 
the problem of the Par Bast; they 
doubtless wish to forward the 
League, but by their office they 
muat conaider the particular views 
of their respective countrics, The 
question may, indeed arize whe- 
ther any oman wha has been 
brought up in national schools and 
has acquired national prejudices 
can ever become entirely indepen- 
dent of his early enyironment and 
lenching. ‘The proposal lings been 
made--and it is worth pondering 
that the olficials of the League 
of Nations eventually should be 
reeruited not from this or that 
country, but from men who have 
been educated in an international 
centre, such Geneva itsell, 
which — poxse a djstingsuished 
university; men who from their 
youth have resolved ta 
themselves to supernational —pur- 
poses, who have been trained to 
that end, who from the outset have 
been developed ts international 
men. Until such an ideal can be 
mide practical, however, the en- 
couragement of the realisation 
that a League official, by definition 
represents no nation, but only the 
League of Nations, will help over- 
come extreme nationalistic tenden- 
cies, As such he must not ben 
partisan of any national policy. 
He muat not be swayed by public 
feeling fit home. In point of fret 
the atmosphere of Geneva, ‘the 
contact with fellow officials, a eer- 
tain habit of thought and practice, 
have already helped to develop a 
decided internationalism. It sim- 
ply remains to carry on the pre- 
sent tendency to its logical con- 
clusion. 


a8 


PEAK’ LADY’S BAG 
. SNATCHED. ° 


YOUNG THIEF SENT TO 
PRISON. ~ 


_ Whilst walking up Battery Path 
in the company of her husband, 
Mrs. Aucott, of -368, Tho Penk, 
wns the victim yesterday evening, 
of a youn bag snatcher who was 
subseauently arrested and thia 
morning brought before Mr. 
Wynne Jones. 7 


According to Mra. Aucott, sho 
waa walking up Battery Path to- 
gether with Mr. Aucott when tho 
defendant snatched hor handbag 


devote, 


‘DAY BY DAY 


SAGA PE ES SOT PL OE 


THe PASSIONS ARE DEFECTS OR’ 
EXCELLENCIES ONLY IN EXCE8S.— 
Goctle. 


*,* 

HE. the Governor, Sir WHilam 
Poel in to distribute the prizes at 
King's Colloge on Saturday, March 5, 
at il am, 

a, 
' 

Passengers. arriving here from 
Mantin by tho ss. President Cleve- 
land to-day included Sir Phillp Sas- 
soon, Mr. Bell, and Mr. W. Butter- 
field. : , 

ie 

Owing to the attendance of His 
Excellency the Governor at Harm. 
aton’s Circus to-morrow night (Satur- 
day), the performance will commence 
at 0.20 p.m, instead of 9.16 p.m. 

* * id 


An oxtrnorditiary general meeting 
of the Star Ferry Co., Ltd., ta adver- 
tlsed to bo held at the office of Mesars. 
Jardine, Matheson & Co, Ltd, on 
Friday, February 26, at 12.30 pan. 


le 


* 

Owing to Race Week, there will be 
nv meeting of the Rotary Club on 
Tuesday. “The next mecting will held 
on March 1st, when Dr. 5, FP. Lt will 
speak oon. “The, Prevention of 
Tuberculonta.” - 


,¢ 


In connexion with the fund for 
rellef of distress in Shanghal, we are 
informed that the $10,000 mentioned 
In our issue of, yesterday as comlng 
from Buklen merchants wan in fact 
subscribed by Chiuchow and Swatow 
merchants in Hoogkong. 


*,* 


* 


Mr. Poo Bng-keng, — the 
son of My, Fou Wha-cheng, of Ipoh, 
returned to ipoh from Hongkong 
recently, after completing his studies 
nt the Hongkong Univernity, Mr, 
Foo Eng-kong obtained the degree of 
Unchelor of Engineering, 


SUGAR MARKET. 


THE LATEST CABLED 


QUOTATIONS. 


The following cable at the close 
of the sugar market yesterday has 
been received by Messrs, Pentreath 
and Co. : 


London ‘Terminals, 


March 6/6% up 1d. 

May 678% -up Yad. 

August 6/1154 up Ved. 

December 7/3 up Yad 

Buyers at aboye prices, sellers 
asking Y4d-'ad more, 


New York Terminals, 


Mareh—.94 up Lo pt. 
July 1.09 up 4 pts. 

May 1.01 up 3 pts. 
September 114 up 3 pts. 
December 1.19 wp 3 pta. 


fud ran tp towards the Cathedral, 
with Mr. Aucott in) pursuit. A 
military staff sergennt who was 
coming down, the path caught the 
defendant and Tater handed hint 
over to the police, ‘yy 


In reply to his Worship, defen- 
dant said that he was 16 years 
of ie. « 


Sentence of six weeks’ hard la. 
bour was imposed. 


eldest |! 


WHAT DO WE 


.- 


EXPECT OF 1932? 


A Trade Boom ; 
‘Says SIR WILLIAM MORRIS. 


J HOPE in the next. six or 

_twolve months to sce a 
grent revival in all British indus- 
tries that will put the old country 
back:'in the place in the sun whore 
{t ought to be. ‘I am honing, In- 
deed, to sce on trade boom--but 
whether my hopes aro fulfilled and 
the country geta back to pros- 
peroun conditiona depends . upon 
the Government carrying out the 
grave dutics and heavy responsl- 
Wilitles they have had put upon 
them, 

And, first and Soreifost, we must 
have protection of our industrics. 
The motor industry: has hitherto 
proapered because it has been thus 
favoured. Now we must have pro- 
tection for British steel and Dri- 
tiah Ince and all other British 
Industrics, including agriculture. 

When I hear of shiploada of 
goods produced.abroad by sweated 
labour coming into this country to 
keep millions of men out of work, 
L feel 30 annoyed that I sometimes 
wonder whether I am one of the 
lunatics and all the reat of | the 
people are sane. 

The foreigners have had duties 
imposed on tsa for a tong time 
back, but we have not had dution 
Imposed on them. They must 
have considered us mad not to 
have retaliated, 

* ° ° 


A Triple Hope 
By LORD APSLEY. 


My first hope for 1982 is that 
the totally erroncous {idea that 
Britain makes use of Stute-nided 
migration in order to dump her 
unemployed on the Dominions will 
entirely disappear; my second, 
that migration will increase —be- 
enuse it has nn effect on Inter- 
Imperial trade, on which both we 
and they depend for the prosperi- 
ty of our existing population; and 
my third, that there will be a de- 
efded improvement In trade and 
agriculture, 

I believe, too, that towards the 
end of the New Year the uncm- 
ploymont. question will begin to 
nolve itactf, not because of ins 
creased prosperity but because 
the drop in the birth-rate which 
has shown ‘itself from 1915 on- 
warda will begin to exercise 4 
marked effect on the labour mar: 
ret. [f prosperity incrensea, in- 
decd, there may even be a ahort- 
age of workers. 

The introduction of a penny 
post and reduced freights ‘and pas- 
senger fares within the Empire 
would altao be a forward step. A 
common Empire currency is to be 
hoped for, but, I fear, will not be 
seen in 1982, 
s 


The End of 


“Dismal Jimmies” 


Says SIR WILLIAM 
CRAWFORD 


The closing months cf 195k have 
ended with an outlook of brighter 
induatrial conditions for Britain. 
It is my hope that there conditions 
will continue and be bettered, and 
that wo shall have done with 
brooding over depression: 


cc 


. “Why don’t. you and the Miesus drive over tonight for a 
‘Wo'll_ be there at seven fifty-three 


name of bridge?” 
“Bo glad to. Frank. 
and w half,” 


It would be wise to remombor 
that news:travels faster to-day 
than it did a contury ago, and. is 
consoquently magnified. Nationa! 
hardships in the past often paes- 
ed unhecded over the head of the 
man in the street, instead of caus- 
ing the panic thnt thoy tond to do 
to-day. Wo should bear this in 
mind and anticipate, the ood 
timo that is surcly coming. : 

Wo have before us tho unlimited 
possibilities of an Empire which 
covers » quarter of the world, in- 
cluding a great part of the richest 
and least developed lands, With 
theae possibilities ‘wisely develop- 
ed we cannot do other than march 
furward to prosperity. 

But we must not stand and wait 
and talk, We must think and act - 
—now! eg 


We Shall Become _ 
“Air-Minded” 


Says SIR ALAN COBHAM. 

I believe that 1932 fs going to 
be a year when we shall take groat 
jumps forward, Things movo in 
jerks, as I have noticed, and in 
this coming leap yenr we ara g0- 
Ing to leap very much indeed. 
Trade depression will lift, and 
progress will be most marked in 
every ficld. . 

In particular, 1 can confidently 
predict that there will be a groat 
boom in aviation. We | shall be- 
come “nir-minded.” People — will 
renlinc that we crept out of the’ 
dangerous stage in’ civil flying 
years ayo, and that It ia now as 
aafe to travel by alr as it is.to go 
by land; and perhaps safer. The 
hire of air taxis will become more 
common, and we shall seo an nero- 
drome attached to every town, and | 
probably a landing ground close to 
every village. - 

But first we have got ta educate 
Local Authorities up to the now 
movement. They have got to 
realise that investment in an acro- 
drome or a landing ground is wise, 
aince {t ia more than an invest- 
ment in mere land; it Ja also pring- 
Ing traffic to their town. They 
must learn this, and abandon thelr 
dusty ideas, Tam working 48 
hard as I can towards this end. 
and 1932, I think, ‘will ees my. 
hopes fulfilled. 


Revolt Against 


Armaments 
Says LT.-COM. KENWORTHY. . 


My main hope for 1932 Hes in 
the revolt of the common, people— 
farmers, artisans, doctors, —shop- 
keepers, and 80 on—aguinst the 
intolerable burden of armaments. 
I hope that this will happen in all 
countrics, for al} countrics are 


sulfering.-France,- in-this-matter,-. --..-..; 


is no better off than we are, for 
with falling trade dhe is suffering 
from rising taxation and rising 
unemployment, both due directly 
or indirectly to milltariam. ; 

And in thls country fitteen ahill- 
inga out of every pound of taxa- 
tlon goes towards armaments or 
the, strengthening of military re- 
sources, = 

The present expenditure on pre- 
parationas for hypothetical war 
cannot possibly continue unica 
we have all taken leave of our 
senses, Tam hoping that in the 
nenr future there will be - such 
an uprising of popular opinion 
against War that the militariste 
and, their collengues, the arma- 
ment makers, will be brushed 
aside, The League of Nations can 
help in this, but only if Russia and 
America decide to join the forth- 
coming World Conference ina 
helpful.and constrictive spirit.’ 

In conclusion, trado- in 
country will improve if taxation fs 
reduced (and the reduction of 
taxation depends to a large extont 
upon disarmament); [f the tarlff 
obstacles to trade all over tho 
world are removed or reduced; 
and if we come to a settlement in 
tho matter of war debts and re- 
parations; and the beat way_to do 
this would be to wash them all 
out. 

An. all-round reduction of arma-. 
ments would be a step forward, 
It is my main hope for 1932. 


BAITING TEACHER, 


RECENT article in the 
Evening Dispatch dealt with 


u 


some practical jokes which‘ chit-. / * 


dren of former days wore wont to 
play on thelr eldora, but what 


nbout that more risky *‘pastimo— 
baiting the much abuse 
master? ; ; 


achool- 


Tn my achool-daya cortain bright © 


members of the class scemod’. te- 
spond most of thelr time in trying 
to invent various mothods . by-.. 


which thle desidoratum might bo 
accomplished, 5, 
gentleman [In particulor againat:. 
whom thera tricks ; 


Thoro. | was gone’. 


ween directad. 
(Continued on Page 9.) 


FATAL MOTOR 
” §MASH. 


DRIVER CHARGED WITH 
MANSLAUGHTER. 


The fatal accident in Waterloo 
Road on Wednesday when an 
earth coulio wan killed had a se. 
quol at the Kowloon Magistracy 
before Mr. Fraser thia morning 
whon a lorry-driver named ‘Vong 
Kam-leung “was ‘charged with 
‘manslaughter. 

It wan allowed that whilst in 
tryine to overtnke another lorry, 
defendant's vehicle collided with 
a handtruck in Waterloo Rond 
near the Kowloon Hoapital,  kill- 
ing a man between the shafts and 
injuring two others. . 

Inspector Madon applied for a 
remand when the case wns men- 
tlored this, morning, and hia Wor- 
ship accordingly remanded — the 
coao until to-morrow morning, 


BRITISH STOCKS 
STIMULATED. 


PLEASANT BANK RATE 
SURPRISE. 


Londen, Feb, a. 

The reduction of the bank rate 
to-day fram alx te five per cent. 
had a sthmulatiaye etfret in the City 
and on the Stock lxehange. : 

Tt Was the dirt: reduction siner 
Britain left the gold standard: five 
monthn ajzte, 

The change enim ae a pleiesiuat 
surprise aud buedie.ce received 1 
immediate stimulus, stock prices 
generally being marked up. 

The outstanding Creature at the 
close Was the substantial galas re- 
xdatered by all the Jesding: yiltedge 
ed apecialtion, ‘Phese  inelude;- 
War Loan Fives, arise of three 
quarters to 99%; funding loan 
four per cent. tag 13, to BRA; 
vonsolidated four ee cont. rise 
Th (a 9654. Brith Wirelenn 


SUGAR TRADE. 


CHADBOURNE EXPORT 
QUOTA SCHEME. 


Bruassela, Feb, 18, 

The International Sugar Con. 
ference han agreed to Mr. Chad- 
bourne’s scheme for the Hmitation 
of sugar production: 

Under the ditota aystemt new 
endorsed, Java is allotted a 1982 
export quota of 1,350,000 | tonsa, 
Gubn is allotted an port quota 
of 2.60,000 tons, Geemany's limit 
is 350,099 tons, Poland is permit. 
ted 308,000 tons in exports, 
Czecho-Slovakin's share is 570,009 
tons, Hungary's 34.000 tonsa, Rel. 
gium, 30,009 tous and Veru's 371, 
000 tons,—Reuter. : 


SILVER MARKET 
IDLE. 


HONGKONG DOLLAR 
DECLINES. 


I 
Sliver da unchanged 
London and) New York, but) the 
local dallar has dropped ‘Sih, the 
demand rate being 1s. 
London reporla af 


16d. 
market, wilh conditions very 
quiet. After the official fixing, 
the market ruled idle. 

New York is alse unchanged, but 
the market ia ntendy. 

Locally, they market is a little 
atundier than yesterday, but there 
is praclically nothing: doing. 


doth in 


DE BEER’S CLOSE 
DOWN MINES. 


STAGNATION OF 
INDUSTRY. 


Kimberley, Feb. 18. 

It is-ollicinlly announced that De 
Beer's mines are being closed down 
on March 31 owing to the very 
xerious conditions prevailing: in the 
diamond trade. : 

The company considers that a 
‘complete cessation of diamond pre- 
duction will tend to produce con- 
fidence in the trade jand will lead 
to an cnriler revival of the diwmond 
industry.—Reuter, : 


HOME FOOTBALL 

RESULTS. | 

LEICRSTER DEFEAT 
WEST HAM. 


London, Feb. 18, 
League football matches played 
to-day, resulted os follow: 
First Division. 
Loicester 2 West Ifinm 
Third Division (North), 
Malsall 2 Tranmere 
Accrington 0 (Barrow 
—Reuter. 


1 


1 
8 


Poperation could have 
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SHIP COLLISION 
JUDGMENT. 


N.Y. K VESSEL TO 
BLAME, 


Cc. N. CO. SUCCEEDS. 


yookn 
utory 


Declaring. that the 
Maru was tho chief cont: 
to the collision with t... 8.8. 
(Kiangau, the Chief Juatice (Sir 
Joseph Kemp) this morning gave 
bis judgment for the Cuina Navi- 
gation Company against the Niv- 
pon Yusen Kaisha. 

The Chief Justico found. in 
favour of the China Navigation 
Company in both Inatances, sTlow- 
ing their claim for $40,000 ond 
iMenisaing the counter-claim of 
$10,664, 

Mr. Eldon Potter, K.C,, and Mr. 
F.C. dJonkin, K.C., instructed by 
Mr. M, M. Watson of Messrs. John- 
ston. Stokes and Master, were for 
the jeteaifts and Mr, H. G, 
Shelton, Imetrueted by Mr. FE. 2. 
C, Brookes of Messrs, Hastings. 
Deonys and Bowley, was for the 
Sipron Yuaen Kaisha, 


The Judgment. 


After reviewing the circum. 
stances leading up to the collision 
his Lerdship said, in  parts—-l 
have no hesitation in saying Chat 
fhe mada enuse, oat denst, of the: 
collision was the actlon of | the 
Toyooks — Marrte in crossing the 
fairy inte fog. 1 v wo very 
Hangerous course lo take, and she 
might with safety have anchored in 
the then clear water to the south 
or sotth-oust of ber Tak avn, posh 
Hien. She wns perlage: again at 
faut ino net porting when she 
heard the Kiangrsu’s fog: aignad at 
TAL am, but file net se ind and 
Lode not base my judgment in any 
way oon that allegaiton, 1) Chin 
that il ia ne answer, to my finding 
above, that the Sovooku Mara had 
“renched oan anchorage ground 
and should have heen -safe.” 
Gne reply lo that remark ia Chat 
she had net anchored but was stil 
maving ncross the aren, with fay 
sigtnals somnding an her starboard 
Dow 


Collision Avoidable. 


[have alse come te the conch 
sien that after sighting the other 
ship, the ‘Tosxooka Maru could 
have nvolded the collsian by at 
once dropping. anchor, an obvious 
minoeuyre and one whieh cought 
almost to have been nutematic un- 
tess the Toyooka Mara had then 
no wayoon. fT find that she bad 
way oon, The master admitted 
that it, would have been Dad sea- 
muinship not to drop anchor — if 
the Tovooka Miruohad had way 
one bit he satd that she wie nto 
ata ndatil 

Another 
evidence 
A wae 


imporaunt pie of 
that the Taxeoka 
wis bent fe port by 
Thies oweuld have 
deterd tea oxphein if 
Maru bad been 
the water, setups 
su want then turn 
hoard helm The 
the ‘Poyooka Maru werv 
hy to anchor, — the 
been  per- 
Jat anee, and the Assessor 
ase with me that the first an- 
chor dropped would have bad an 
Almost immediate effect, and that 
there would have been no. colli: 
gion. The Toyooka Mari wax 
thus at least the main cause of 
the collision, and she could also 
by ordinary care und skill have 
avoided it at the last momerit, 


the 
heen 
the 


imp 
ve 
otha! 
ieaary dn 
the Rasta: 
haar aber ( 
crew of 
tovnehings 


fu 


Excessive Speed Not Proved, 


The next point ia the speed of 
the Kiangsauw. ‘The master said 
that at the moment of sighting 
he was poing at “about & knots 
over the ground’, or “about 4 
knots through the water’, thus 
putting the tide at about 2 knots, 
‘The master of the ‘Toyooka Maru 
puts the tide at about 1 knot, 
The Kiangsa’s preliminary vet 
puts the tide at “ts to 2 knets”’, 
I] have, tnken it as It, knots, and 
the Assessor agrees, — It. would 
appenr therefore that the Kiangau 
was going ation little more ‘than 
4 knots through the water on her 
own showing... . The onus was 
on the Toyooka Maru to prove 
escessive specd, and she has fail- 
ed to prove any speed higher than 
a little over 4 knots. through the 
water, : 

Rorder Line Case. 


It waa also urged that'the speed 
of the Kiangsu was any case: ex- 
vessive because of a certain rule 
of practice whieh haa been laid 
down in various oways- in 
diferent ‘enses. .. . The Assos. 
sor is of opinion that a little over 
4) knots through the water was 
not an excessive speed for this 
purpose, and that any reduction 
below. that. speed would have 
made tho margin of safety rather 
fine. ‘The case seems te me te be 
very near the boarder line, but 1 
nm not prepared to differ from 
the Asscssor’a opinion on 
this point. therefore 
that the Kiangsu was naviza- 
ling “at a moderate epeed having 
careful regard to all the existing 
circumstances and condiflons”, up 
to 7.47 am. when In | my 
opinion the second part of Artlele 


16. comes into play and practical-: 


ly mupersedes the firat part of that 


find [ 


Words aro not needed to describe this picture which shows a amall section of ruined Chapei 


following the terrible 
thie all disp 


and bombardmente of tne past fortnight. There are acres of territory like 
g the enormous ruin and havoc created in this once crowded area. 


Article. 

On the other ground at 
pleint | hold that the Kiangsu was 
to She may 
justified at frat in assuming that 
af 


com- 


blame, have been 
the fog sipnals 


Maru 


the Toyooka 


were thoac an outward 
bound ship whieh weald obey the 
starbourd rule, and oe that they 
Were the signa ot an necertained 
Int oat TAT 


when these sipersade 


vhip, 
haul 
nearer and finer on the port bow, 
vhe 
other ship war qiot behaving: as a 
normal outward bound ship would 
behave, and she should have then 
treated that other ship as ai uns 
ascertained ship and she then im- 
mediately stopped ler engina, but 
continued’ on her course 


become 


should: have realined that the 


Ttuertion of Onus, 


ftovay ampossible on the evi: 
dence tosav dt the nanstoppage 7 t 
the eagines had any physleal 
eect by helping too produce the 
ccilision, Tt the Kiangsu's eng 
nes had heen stopped, there mignt 
have been no collision, but, on.the 
other hand, the collision might 
have been worse. 


As the evidence did not clear 
up the point, one was driven back 
on onus, He need not give his 
reason, said Sir Joseph, but he had 
come te the conclusion that, as the 
Kinneau had broken a atatutory 
rule, and had done a wrong thing 
in regard ta another vessel, the 
anus Was upon her te shew that 


the wrong Ching did not physical. | 


ly contribute to the collision, 
She obviously failed (gq discharge. 
that onus, That finding, however 
did not dispose of the matter, be- 
enuge of the “subsidiary” rule, 
that aship, herself antecedently in 
fault, can nevertheless recover In 
full if the other ship, also in faalt, 
could have avoided . the collision 


vat fatest 


{ 


i 
| 


| 


by the exercise of ordinary care‘ 


and skill, 


Mainly Contributory. 


In the present case he was sati- 
sfled, that it was the Toyooka Maru 
which mainly contributed to the 
accident and the rule was here 
invoked in favour of a ship which 
contributed in only a minor degree 
to the collision. Further. the 
Kiongsu’s negligence was not the 
initiating act of the manoeuvres 
which resulted | in the 
but was a negative default 
which ahe wns betrayed by the 
positive negligence of the Toyooka 
Maru. 


It was argued that even if 
the Toyookn Maru was * to 
Lame in not anchoring, she should 
be excused on the “agony of the 
collision” — principle, but) he 
thought that that principle was 
inapplicable in the ense of a shit 


which waa herself mainly. respon- 


sible for the existence of the 


agonising moment, ° 
Could Have Avoided Collision. 


He therefore came to the con- 
clusion that though the Kiangsu 
was negligent in not stopping her 
engines at 7.47 a.m. yet that was 
not in law a contributory cause of 
the collision, because the Tosooka’ 
Maru, could hnye avoided the 
collision by the exercise of ordin- 
ary care and skill, Le., by dropping 
anchor, 


The Toyooka MyrtY brought her- 
self into the position of danger, 
and default of the Kiangst) was 
due to an error of judgment in the 
ambiguous position created by the 
Toyookn Maru herself.. He there- 
fore found that the Toyooka Maru 
was wholly to blame. nnd , entered, 
judgment for the China Naviga- 


tion Company, with coats. 


The Roynl Observatory renorts 
that the northern portion of the 
antievelone has moved eastward, 
lenving a reparate anticvclone 
central to the west of Shanghal. 
Local = forecast:—N.E. ‘winds, 
moderate; fair. . 


collision, | 
into; 


j 
' 


‘ 


Kellett Road, prohibited to metor- 


FANLING GOLF. 


STARTING. TIMES FOR 
SUNDAY. 


New Course, 
9.32 nm, GP. May, W, D, Harris, 
40 aim, J, Gardner, Mra, Watson, 
QA nm. Mra, Sherry. LS. Dykes. 
At am. R.A, Mra, 
Rodgers. 


Rodgers, 


Old Course 

H. Dudley, J.B, Lanyon, 
nan; Not to be booked 
R28 nan. 


WAL aan 
16-4 
hy 
Train, 
Watt, W 
Bouker, 
awd om. A 
reach, 
amt am. A. 1) Humphreys, R. C. 
Lainw, 
woidam, LG. 5, Dodwell, 0, B.C, 
Marton. 
40 eae Larry Montes, ED. 
Matthewn, 
W444 am. W, Stewart, J, G. Camp- 
bell, 
(48% wan. €. B. Johnson, A. HL 
Raworth, 
1.62 a.m. G, A. Leiper, H. M. Muir, 
0.66 um. J. D. Humphreys, J. W. 
Alabaster. 
10.00 am, A. Kidd, P. S. Grant. 
10.04 am. L, M.S. Livyd, J. Re 
Collis, 
E, I, 


10.0% a.m, 
Price, 
1012 am, €, C. Stark, GF. Hole, 
1,16 1m. W. 2. Denham, A, G. 
Cappin, 
16.20 am. ALR. Cox, A, Webster. 
Wat J. Aaerop, H. S. Dinsdale. 
10.28 am. A, Lissaman, W. C. 
Shiclds, : 
. L. Yates, GC. Myeack, 
GC. Thwaites, W. 


travellers on 


R. Vallunce. (. W. FL 


8. Adamaon, J, J. 


G. Thonierson, 


10.40 a.m. Y. Segalen, W. S. Hillier. 

10.44 am, A. Wi Muir, H. Hampton. 

10.48 am, G. W. Tolmie, D. J. 
Mack 

10,52 aan 

10.50 a.m 
thart. 

11.00 a.m, B, des Voenx-F. A. Red- 


Stone, W, A, Weight. 
. W. Jeffries, J. Coul- 


mond, 
UL04 won. ROOK. Valentine, W. M. 
Barton, . 

11,08 a.m. 8. J. He 
Tlighet, 
IL1Z am. GR. 

Mo OGid 
11,16 aon. G. 
Webb, 
13.20 am. A. .O. Hrawn, BE. J, Bade} 

wards, F 
11.23! _ A. Reid, 1. A, Mills. 
11.28 aan. J. K. Jones, D. Black. 
11.32 tm. G. R. Horridge, J, Divett. 
11.86 un. T, J. Price, HG. Wale 

ington, 
1140 om. A, J. R. Wolff, . Lowe, 
11,44’a.m, T, BR. Chassels, F, Thayer. 
11 
il 


MW, Fox, 1 G 


M. Robertson, R. 


©. Worrall, BoC. 


48 a.m. B. J. Lacon, KE. Kern. 


62 a.m, iC 


D. Danby, € 
Robert . 


11.56 a.m, R. Stock, ©. FL Hyde. 


MOTORIST FINED 
’ TEN DOLLARS. 


FAILURE TO CARRY 
LICENCE DISC. 


Mr. F. Burrell, of Messrs, bute] 
terfield & Swire, was summoned 
before Mr. Schofield at the Central 
Mayistracy to-day, for parking his 
ear, on February 7, in Mount 
trafic, and for failing to carry an 
appropriate — licence Hac. The 
pollce atated that the incident 
occurred between the War 
Memorial and Matilda Hospitals. 


My. Burrell .compliined that hin 
permit for driving in that road 


had been cancelled and. he had not. 
been notified of such action. 


« Inapector Alexander ‘anid per- 
mits Issued last July were effec- 
tive until June of this year, but 
in the meantime, in September 
Inst,‘ Government regulation had 
been Introduced requiring that 
fees he paid for such permits. A 
notification was sent through the 
poat to ench individual holder, re- 
quiring that such fees bo payable 
in January. : 


Wia Worship, after the position 
had been explaincd te the defon- 
dant, aisclat eet him on the first 
aummons, and fined him $10. on the 
other count of falling to carry a 
licence disc. 


BROADCAST 


A LECTURE ON INFANT 
WELFARE. 


By ZB. Wo ont wavelength of 055 
metres (845 K.C.'s). 
6,00-7.00 p.m, Chinese Programme. 
6,00-6.30 pm, The 3rd of a series 
of lectures on “Infant. Welfare” ‘by 
Doctor K. S. Shin, M.B., B.S.—"Tho 
Growth and development of Children.” 
7.00-10.30 p.m, European Pro- 
gramme of Victor and H. M. V. Reg 
corda. 
7.00 pan. 
Notice, ete. 
7.09-7.27 p.m. 
The Fire-Bird (Igor Strawinsky). 
Philadelphia Symphony Orchestra 
conducted by Leopold Stokowski, 


6773-6775. 
9.27-7.44 p.m. 


Sonata Appassionatu (In F Minor) 
(Beethoven). 

Harold Bauer (Pianist). 
Int Movement-Allegro ansai, 
2nd Movement-Andante con moto, 
3rd Movement-Allegro mn. non 

troppo, 6697-G69B. 
8.00 p.m, (Local Time and Wea- 
ther Report). 

7.44-8.50 p.m. Operatic. 

Song-Mignon-l’m Fair Titania 
(Thomna). 

Song-Tules of Hoffman-Doll Song 
(Offenbach). ; . 
Marion Talley (Soprano). 6713. 

Orchestral-Madam Butterfly-Selection 
(Puccini). : 

New Light Symphony Orch. ©1429. 

Song-Pnglineci-No! Punchinello No 
More! (Leoncavallo). 

Sung-Poglinecl-On With the Play 
(Leoncavallo). 

Giovanni Martinelll (Tenor), 675-4. 

Violoncello Solo-Die Meistersinger- 
Prize Song (Wagner-Wilhelmj). 

Violonectlo Solo-Tannhauser-The 
Evening Star (Wagner). 

‘Pablo Casals. 6620 

Song-Tules from the Vienna Woods 
(Betti-Strauss-La Forge). 
Lucrezia Bori (Soprano). 


Stock Quotations, Mall 


GON. 


* Orchestral-Samson and Delilah: 


Bacchannale (Saint-Suens). 
Orchestral-Damnation of Faust- 
Rakeczy Murch (Berlioz). 
Philadelphia Symphony Orch, 
Seng-Don Quichotte-Finalo 
(Muassenct). 
Feodor Chaolinpin (Bass). 
8,50-9.47 pm. Variety, 
Humprous Song-'Fonso (My Hot 
Spanish Knight). 
Humorous Song-1 Just Can't Figure 
it out at All. 
Gracie Fields. 
Orchesteal-Cupid’s Holiday. 
Orchestral-Poor Little Gigolette. 


6925, 


6693, 


B3nes. 


Colo McElroy'’s. Spanish Ballroom: 


Orchestra, 22860. 
Chorun-“Denr Love"'-Vocal Goms. 
Light Opern Company, CtB09. 
Atgmorous Song-The Emplre Party 


ong. 
Humorous Song-Fat Flat Fish. 
Leslic Sarony, B3473. 
Piano Solo-Let Love Take Care 
of You, 
Pinno Sola-I Found You. 
’ Rale da Costa, B3037. 
(This record iy by special request.) 
Song-The Song of the Dawn. 
Song-It Happened in Monterey. 
John Boles (Tenor). 


P 22372, 
Band-The 


Girl Friend-Selectlon, 
Savoy Orpheans. C1409. 
Camp Songs-Actually recorded nat 
H.R.H. The Duko of York's Camp, 
New Romncy. RC1804. 
9.47-10.05 p.m. 
, Varintions Symphoniques (Cesar 
Franck) Alfred Cortot und London 
Symphony Orchestra conducted by 
Str Landon Ronald, 6734-6735, 
10.05-10.27 p.m. Orchestral, 
Funeral March of a Marionette 
(Gounod). 
San Francisco Symphony Orch. 6639," 
Midsummer Night’s Dream 
(Mendelssohn). : 
San Francisco Symphony Orchestra 
under the directicn of Alfred 
é Hertz. 0675-0076. 
10.27 p.m. Rugby Mid-day Press 
News. ; 
10.30 p.m. Close Down, 
All records in the above European 
programmes are kindly supplied by 
Messrs. 8. iMoutric and Co, 


THE BANK RATE. 


“London, Feb, 18, 
The Bank of England discount 
rate has been reduced to five per 
eent.—Rexter. . 
[The rate was ralsed from 414 
to 6 per cent. when Britain went 


-“off gold”, last September. ] 


_ “Keltic” 
and 
“Bective’’ . 
FOOTWEAR. . 
For Men 


The asfeen and fittings 
aro 60 numerous that 
every normal- foot can 
be accommodated with 
the utmost case. 


They are designed by highly skilled craftsmen working 
upon the finest materials and will bo found cconomical 
and surprisingly durable in wear. All sizca now showing 
from size 4 to 11 in Black and Brown Calf oultable for 


all occasions. 


Sole. Agents 


WM. POWELL LTD. 


10, Ice House Street. 


“ATHENA.” 


March with the times 


STUDIO. 


‘Tat ping Building, 4th Flooe,. 
16, Queen'n Road, Central, 
Tel. 28326, 


and be a LEADER— . 


in your city, in your community, in your circle 
and in your family—of fashionable good taste in 
MODERN AND FUTURISTIC: FURNITURE 


AND DECORATIONS. 


’ Live in the comfort luxury of future generations. 


Demand and obtain the 
convinced. 


Footwoar Specialists, 
22, Gueen’s Road C, 


SALESMAN WHO 
EMBEZZLED. 


—_—_— 


CHINESE NEW YEAR: 
TEMPTATION. - 


“) think the sooner we yet rid 
of Chinese New Year the better,’ 
smilingly remarked Mr. Wynne 
Jonea at the Central Police Court 
this morning when he was inform- 
ed that a Chinese who was 
charged with embezzlement, had 
yielded toe temptation because he 
had no money for the festivities. 


The defendant, .© saleaman in 
the furniture department of the 
Wing On Company, Was charged 
with embezzlement of $25.40. 

A plea of guilty waa enterad by 
the’ defendant. 

Detective Sergeant W. McHardy 
said the defendant, on Februnry 
1, made a sale of certain articles 
in the furniture department to the 
total value of $217.60, but in the 
books of the Company had ontared 
the snio as $192.10. Tho mis- 
appropriation of the balance of 
$26.40 war subsequently discovor- 
ed. . 

In: 
Wilkic 


roply to Nia Worship, Mr. 

im, a Director of the 
Wing On Company, anid the do- 
fondant had ‘been In the sorvice 
ofthe firm for 18 yYenra and re- 
ce nbout $30 or $35 2 month 
an 


ary. : : 
“The prosecuting police officer’ 


best! Visit us and be 


GORDON’S suoxs save 


WON THEIR WAY 
TO POPULARITY ON 
MERIT ALONE... 


"AND THEIR DEMAND | 
INCREASES . EVERY 
DAY Soe eto % 


GORDON’S, LTD. 


CUMING EF HUMILY . 
TO THE KiNG's 


~ SYLVIA SIDNEY, i 


‘LADIES 


OF THE: 


- BIG HOUSE 


G Guramount Gicture 


{informed his Worship that. tho 
Company did not wish to take a 
sorlous view of the caso but moro- 
ly wanted - [t-to “be a lesson to 
othar ‘employees, The dofendant 
hind admitted that he took tho 
money. for the Chineso Now Yoar : 
as he had none for tho festivities. 

His Worship, imposed a fino oF | 
$60 and'orderdd the . defendant 
and his brother to algn‘ bonds of 
$200 for the defendant's behaviour 
for one year. ae 


ae 


oo 


AN 


N 


\ 


\\ 


NOTICE OF 


——--—-e. 


“REMOVAL. 


Owing to limited space at our Registered Office, 
Alexandra Building the public is hereby notified that 
beginning from February 22, 1932, we shall remove to 


2, DAVIS STREET, KENNEDY TOWN 


Our New Factory Premises. 


CHINA CAN CO., LTD. 


Tin Lithographers and Can Manufacturers. 


Tel. 20304. 


What's that! -zhrow 


away my old razor? 


Yes, just that! Gillette offers you the New, vasdy improved, 
gcouine Gillette Razor with 5 of the wonderful super-kcen, 
double-edged, double-service, New Gillette Blades -- FOR A 
TRIFLE MORE ‘THAN YOU ORDINARILY PAY FOR THE 


BLADES ALONE! 


Thls Netw, positive-registration Gillette Razor guarantees 
exact aligament with the newly designed Gillette Blade. It locks 
the blade In place . .’. holds it rigid. Every stroke is swift and 
amooth, No pull... 0 scrape. Your beard comes off close and 


clean. 


It ls costing Gillette tremendous sums to make such a liberal 
offer, Yet Gillette is glad co do this so that you can well afford 
to throw away your old razor which has done ycoman service 


and enjoy the benefit of Gillette's latest development. * 


+ Don't delay! Go now to your dealer and ask for the Gillette 


“Good Will" Set. Buy—before the supply is exhausted. 


“GILLITTH SAPETY RAZOR CO,, BOSTON, U.S.A. 
_ Muller & Phipps (Agia) Led’, Hongkong 


t 


NOTE THE NEW FEATURES 


A, Patented positlve + cegiscrate st 
*  gaxor that attures teal ahavig 


comfort. 


G. Wonderful New Processed 
Made with keenest, smoothest 
thaving edges that science oan 


2. Razor and blade speciatly 
Heated —resists tarnlih of dise 


colouration. 


|» Chaonelled razr guard allows 
the blade to engage the beard 
with a full cutting edac, yet 


with pettect safety. 


4, Welnforced rarer corners pre 
vent damage if dropped. 


B, Cutout comers of blade sree 


vent razor pull, 


ette 


RAZORS and 


BLADES .. 


- GOLF. CLUB 
’ MEETING. 


NEW SCHEME FOR PAYMENT 
BY LADIES. 


—_—— 


‘AS FROM APRIL. 1. 


Subscriptions for lady members 
of the Royal Hongkong Golf Club 
were again discussed by members, 
at a largely attended meeting last 
night, when. a resolution, setting 
tho subscription at not more than 
$3 a month, was enrried. Tho 


GOOD FORM SHOWN 
. BY HACHIUMA. . © 


8. E. GREEN BEATEN IN 
. ‘TENNIS TOURNEY. 


Producing: one of the most" cn 
tertnining matches to date in the 
open singles: tennis championship, 
the accond round encounter be- 
tween Y. Hachiumn and S. E. 
Groon yesterday was watched by a 
large crowd, who saw the youthful 
Japanese player oliminate the 
erstwhile champion in etraight 


ota. 
Green, still displaying a punish- 


Committes's’ scheme, which will ing backhand drive and a ratner 


{como into operation on April 1, 


provides for a feo of $2 9 month 

‘for all playing’ associates, and $5 

. year or those in the junior sec- 
on, 

In addressing the members, Mr. 
L. G. S. Dodwel! (captain) anid: 

At the annual mecting last Decem-. 
ber, the Chairman hriefly referred to ! 
the matter of ladies’ subscriptions and 
© vote was taken at that mecting, 
which unanimous) approved of tho 
suggeation that the now comniltteo 
thould go clonely Into facts and do- 
tnila and draw ‘up a acheme or pro- 
poaltion with a view to bringing it 
Into effect. 

Under the Articles of Association 
and powers vested-in the General 
Committee, (tt would undoubtedly 
appear that the proposed — mensuro 
could be adopted without reference to 
the membera,. but accing that specific 
notice of thia proposal was not given 
prior to that meeting, and as the 
Committee do. not contemplate any 
action in opposition to the wishen of 
the majority of the member, it waa 
declded to call this extraordinary 
sseneral meeting. 

Rensonsa fur Action, 

Our Inte Chairman mentioned one 
or two rensons why Indier should 
now be-called upon to subscribe and 
it wonld be as well to-record these 
rensons, and others, as in themsclves 
they answer many, If not all of tho 
objectiona previously ralacd. 

It is not logicnl thant something 
shontd be given for nothing. 

It is even lesg logical when ono 
rection of the manbers are directly 
or indirectly sulMcribing for tho 
benefit of others, 

Once upon o time there waa a cry 
to the effect that married men made 
the Club, and would not be fairly 
treated If they had to pay extra for 
Lady relutives, 

Anntysis of preacnt day member- 
ship showa that out of just 1000 
members and subscribers, now pre- 
sent, 422 have registered lady rela- 
Uves ton total of 447, Thus you will 
sce that some 678 members and sub- 
scribers, or well over half are pay- 
ing for the free golf and benefits of 
the Indies related ar unattached. 

The membership has reached, Sf 
not passed, saturation point, and ho- 
fore rertriction comns into . farce, 
(It cannot de long delnyed) It hardly 
neems .right thnt a mole applicant 
for full membership, willing to pay 
the. entrance and full subscription, 
could not do so when at the time wo 
have a considerable number of Indy 


members using the Clubs and course 


entlrely free. 
Ladies in Favour. 

The Ladirs Committee tn definitely 
in favour of the proposal. . 

At the moment probably less than 
halt of the lady players subscribe 
voluntarily to the Ladies’ Scction 
Special Fund, and part of that money 
in devoted to certain benofits, open 
to those ladies who do not subscribe. 

Although the Club js doing well, 
we have to adopt a progressive 
rolley and this is {mpossible without 
funds. At the moment: we have nut 
got any surplus funds and the over: 
dinft stands at about $25,600, thera- 
fore if we ore (o wait until funds are 
available, ail progress of expanalon 
must stop for some yenrs. 

It is difficult to form a_ clone 
estimate of the revenue on thé basis 
now proposed but as far a8 we can 
judge It will bring in between $8 O00 
and $9,000 annually and after allow- 
ing for o grant to the Ladics Com- 


emitter, cost of collection, ctc., about 


$7,000 should be available for develop- 
ment. 

lt has alrendy been suggested that. 
we proceed with the improvoments 
to the existing Ladics Club House, 
these tnking the form of a new 
atorey with bedrooms and a lounge, 
and extending the existing ground 
floor verandah to form a decent ight 
airy npce for menls, and offering 
B much betler view of Course. 

Whereas I om not in a position to 
give a definite promise as regards tho 
utilization of funds. it is obvious that 
we shnil bo in a better position to 
proceed with thix work and general 

rogress, if the proposed resolution 
is approved, 

If Ludles subscribe, or become non- 
Playing members, all will have to he 
Tegistered and this will assist in 
the pencral contro] of the- Club. 

Scheme Drawn Up. 

Coming now. to the details of tha 
subscription, [ would ndvise you that 
n Sub-Committee of the General Com- 
mittes was appointed to go into facts 
and ficures, Their findings ‘were 
later dincussed and a fow altcratlona 
or amendments made by the Gencral 
Committee and the following acheme 
$s now proposed. If approved it will 
be brought into force on April 1, 

The fees are—$2 a month for all 
(registered) — playing « Associntes— 
except for. Junior Section who will 
pay $5 n year. : 7 

Non-playing Asnoclates—Lady re- 
Intives (Le. wives, daughters, sisters 
and mothers of Members and Sub- 
acribers) no chargo; Unattached $5 1 
yenr, 

_ The Lady relatives of Lifo Members 
and Honorary Members to bo exempt 
from Subscriptions. an 

Only one change of atatus from 
playing to non-playing and vico verso 
admissible under ordinary circum- 
stances. os ; 

Subscriptions to start from April 1. 
All voluntary contributions’ pald for 
current yenp to Ladies Section to be 
credited to individuals as subscrip- 
tions paid to the Club on’ April 1. 


deadly short croas-court forehand 
shot, presented Hachiuma with oa 
difficult proposition and the young 
man emerged with flying colours. - 

Making well-timed fround 
atrokes with excellent precision and 
a nice swing on elther hand, he 
succeeded in sustaining the rallies 
and ‘often came up for a short one 
to drive Into the corners for an 
nee. He why, quite naturally, fna- 
ter than Green, and he used this 
advantage to the full, Hachiuma 
han quite a little way to go before 
he can regard his game os ade- 
quately developed, but there Is no 
doubting the possibilities contain- 
ed in his display ycaterday. 7 

A. L, Sullivan, M. W. Lo, W. C. 
Hung and D. B. Evane all advanced 
to the third round, none being ex- 
ceptionally extended. in their 
matches. ‘ 

The results in detail were: 

Open Singles. 
(Second Round). 
D. B. Evans beat W, Woo 1-6, 6-4, 


Chiu Chun-chiu beat Wong Kam- 
fuk 6-1 


1, 0-2. 


. Sullivan beat G. A. White 
’. Lo bent Firdus Khon 6-1, 

o 
a xs Hachiumn beat S. E. Green 6-2, 


ae Y. Ho beat A. H. Rumjehn 6-2, 
7-6. 

W. C. Hung beat F, A. Redmond 
4-0, 6-1, 6-3. 

Y. V. Segaten and lu Tak-Inm, left 
unfinished with the scores of 2-6, 9-7. 
To-day's Programme, 

No. 1 Court:—Szeto Pick v R. R. 
Hambly. : 

NS 2:—Luk Ding-cheung v Feroz 
Ali. 
No. 3:—H. Owen Hughes v Sai 
Wai-ling. 

No. 4:—F, A. Redmond v W, C. 
Hung. : 

No. 6:—T. Honda v G, C. Burnett. 

No.'6:—H. Lukring v R. R. Todd. 

No. 7: —Ng Sre-cheung v BM. H. F. 
Waring. 7 

No. 8; 

No, 


R, Gremillot v T. Akiyama, 


Maximum subscription for any one 
family ox recarda Indy relatives to 
be 85 monthly. 

The Club to mnke . tho Ladies’ 
Section a grant (estimated not to 
exceed $600 annunily) to cover 
various expenses, 

No Indy with male relatives in tho 
Colony to be cligible an an associate, 
unicss cuch male relative is at least 
n non-playing member or subscriber, 
or belongs to the Junior Section. 

Lady visitors to the Colony will pny. 
green fecs at rates to be fixed by the 
General Committce. : 

The question of ubsent fees for 
ladies will also receive conalderation. 

Chtef- Objectlon Removed.--- ~ 

Tt wilt be observed: that we havo 
made provision for 1 man resident to 
join an nm non-pinying member at uw 
reduced subscription yet enabling 
his Indy relatives, who subscribe, to 
use the Courses and Club Houses. 
Thin removes one of the former chief 
obfectiona. : 

Provision {s also mado for tho 
member with several playing lady 
relatives, the maximum subscription 
for such relatives being $6 a month. 

Yt may be argued that: some 
distinction in the way of zm 
different subscription should be 
made for Jady_ relatives, and. 
mattached Indies, but I can assure, 
you that this matter has been most 
carefully considered and the present 
all round aum of $2 was approved 
(with only ane dieaenting vote) by 
the General Committee. 

It {s very enny to-suggest this or 
that sum, but when you come to con- 
rider al) the facts, the question of 
collecting, the different classes or 
cntegories. green fees, etc, you will 
find that it is not as simple aa it 
appears nt first sight. 

T would finally draw attention to 
the pronostd -Resolution which {s 
necessarily brief. " 

No Increanso Intended. 

The renson for asking your sance 
tion now to a maximum subscription 
of $3 {s to obvinte the necessity for 
n further Extraordinary General 
Meeting, should it be found advisable 
at some future dato to ralse the sub- 
scriptlon. I may any there in no 
such {ntention nt the moment. 

Mr. A, B. Stewart veconded the 
resolution which rend.—That no 
‘alles resident in Hongkong shall 
after March 831 be permitted -to use 
the courses and premines of the Club 
exeept on payment of such aub- 
scription as the Commilttes may, from 
time to time deem fit, but not exceod- 
Ing $3 per month in each case; such 
subscription to be paid in the cqse 
of relatives of n member or . aub- 
scriber as if it was an incresac of 
his own subscription; and that the 
Committes -be authorized to make, 
alter or repeal all auch bye-Jaws as 
thoy mny deem necessary or con- 
venient for the above purpose with 
power to discriminate delween dif- 


Ho Ka-lau v E, Zimmern. | 


TRUCE FIGURES OF 
UNEMPLOYMENT. 


THOSE ALWAYS OUT NO 
MORE THAN 103,000. 


That continuous unemployment, 
in Grent Britain is Hmited to a 
very small pection of the Insured 
population, numbering not more 
thar’ 100.000 men and 3,000 women, 
ig tho conclusion of very careful 
investixations made by the Minis- 
try of Labour. 


The number of those in regular 
work who have known no unem- 
Roe is at Ienst 830 tlmes na 
urge. : 


Between these two extremes 
there is n group of about 6,600,000 
men and 1,700,000 women (insur- 
ed) who are sometimes employed 
sometimes not. But for at least 
half this group unemployment Ia 
negligible, and only sorious for 
about one-tenth of them, 


These striking facts were obtain- 
ed by the Ministry, for the Royal 
Commission on Unemployment, by 
taking a 1 per cent. sample of the 
totn! number of insured people, thant 
1a 120,000, of whom 86,740 ware 
malea, nnd the remainder females, 
and comparing them with similar 
investigations made five and more 
yenra niyo, This method of test- 
ing, by the way, has been found 
perfectly trustworthy and the con- 
clusions can be depended upon. 


The contrast they present with 
the prevalent iden of 214 million 
people in Great Britain living In a 
perpetual state of dependence on 
the country {is so extraordinary, 
that it deserves the widest atten- 
tion. , : 


At the close of last year the 
Ministry of Labour announced that 
henceforward the unemployment 
returns would be fssued monthly 
instead of weekly, thus making it 
possible to give a far more accurate 
iden of the nctunl state of tho 
labour market. 


Late in Coming. | 


The only pity ia that this was 
not done years ago. The misiead- 
ing nature of the returns was per- 
fectly well known, the monthly 
issuc has frequently been urged, 
but neither Party would adopt It 
for fenr of boing accused of making 
litical capital. The result has 
been a most undeserved “black eye” 
for Great Britain, and to do hor 
much harm abroad. ; 


Returning to the -newly issued ro- 
port, we find that:— 


During the perlod of nine ycars 
from July, 1921, to—June, 1930, 
over 30.cent. of those in the samplo 
had paid the maximum  possibln 
number of contributions and 80 
per cent. had paid two-thirds of the 
maximum, 


. In any one of. those nino years 
nearly GO. per cent, had pald maxi- 
mum contributions and 90 per 
cent. more than holf the maximum, 


‘The average number of contri- 
butions paid by the whole body of 
insured persons has been 44 0 year 
umong ~ males” and” 46° among 
fomaoles, or over 80 per cent.'and 
about 90 per cent. respectively of 
‘the maximum possible. 


In other’ words it might rough- 
ly be said that the whole body of 
the insured had been eight weeks 
in the yenr out of employment, as 
regards men, and six as regards 
women. : : 


Even if this not far to rough 
and ready u way of viewing the 
re‘ral state of affairs It might 
well be compared with ths position 
ct doctors, lawyers and . bueiness 
rien, whose enforced daya of idle- 
ness tot up te a good deal “in o 
year, : 


But the repert) shows further 
that :— : 


A large proportion—35.4 per 
cent. of the males and 48.4 per cent. 
of the females—had not drawn ‘n-. 
employment bencflt between No- 
vember, 1920, and December, 1930. 


Those who have had little or no 
employment are necessarily within 
the transitional benefit class; but 
nevertheless appreciable numbers 
who accure o fair amount of. em- 
ployment. Y 


’ Among those qualified:for full 
standard benefit not more than 10 
per cent. had been unemployed, on 
~ average, for aix months out of 


In the shorter of about 7% 
years, that Ja: from October. 18, 
1923 to December 30, 1930, more 
detailed particulars are given. The 
upshot of a very minute analysis 
!s aa follows:—  . nos 


Including now only those’ who 
were insured throughout the 7% 
pears. those who did not recofve 

nefit and those who. did—in 
otlier words, thoso always. at work 
and thoso partly unemployed—the 
following figures aro given to show 
the proportion of the perlod on 
benefit: 2 


None, 34.3 por cent. mon and 


be] 3D.1 por cent. women. 


the committes 
acheme of $1 for Indy relatives and 
$8 for unattached ladies, moved by 


Mr: W. C. Clark, was lost. 


Leas than 10 por cent.: of “the 
poriod, 71.9 per cont. men and 78,4 
por cent. women; ods 

Less than 20 .per cent. of the 
period, 85.2 per cent. men and 98,8: 


“(THE JUNIOR GOLF 
“CLUB ‘RIFLED. 


(Continiiéd from Page t-) 


tion in squaro formation about — 
twonty yards to tho north and im- 
mediately behind tho Junior Golf 
Club ‘promises. 


Tho guns are being manned and 
operated by Japanose bluoiackots 
and large quantities of ammuni- 
tion arrived at the scone this 
morning. : . 


REFUGEES STOPPED. 


The furthor ovacuation of re- 
fugeos from tho North Szechuan 
Round, and the malway. lino orca 
north of Range Road has not been 
permitted any by tho Japancac 
forces, which Indicates that the 
roads in tho arca aro required to 
be free for military movemonts. 


Tho Japanese are almost taking 
it for granted, following the re. ° 
jection of their proposals for the 
demilitarisntion of the Shanghai 
delta yesterday, that thelr ullf- 
matum will not be complied with 
and are feverishly continulng the 
preparations for a general offen- | 
sive, 


HONGKEW FIRES. 


Chinese tronch mortar shells 
falling: in . Hongkew to-uny act 
several fires going, but the Fire 
Brigade wero permitted by the 
Japanese to proceed to the blazes 
to extinguish. them. 


A shell landed and exploded near | 
the Chapso Road bridge over tho 
Soochow Creck this morning withs 
out done any damage, while a 
large number of shells have landed 
on the other side of the river in 
Pootung. It fs: understood that 
there were no casualties. 


CHINESE READINESS. 


_ The Japanese ficld-guns are 
shelling desultorily and the Chinese 
are replying with their Stokes 
mortars. Reinforcements are be- 
ing brought up to the Chincse lines, 
and it is now estimated that at 
least 100,000 troops are in the de- 
fence systems opposite the 
Japanese omplacements, 


MORE TROOPS. 
+ Shanghal, Feb. 19. 


Another two thousand Japancso 
soldiers arrived -here yosterday 
afternoon, landing while the Sino- 
Japancace negotiations were in pro- 


‘| greas.It ig generally expected that: 


because of the ultimatum, thoro 
will be comparative quiet on the 
fronts, though Japanese acroplancs | 
bombed certain of the Chinese lines 
yesterday, doing very little dam- 
age. ‘ 


All Chinese residents in Shang- 
hal are contributing financial as- 
sistance to the Ninetoonth Route 
Army. Representatives of the 
public bodies will look after the 


fund. : 
BUSINESS FEELING. 


The Associated Chambers of ° 
Commerce in China, with their 
headquarters in Shanghai, held. a 
meeting -to~ discuss —peace--with 
Japan. 


The mecting resolved that 
so lony_as the Japanese declined to 
leave Chapel’ and Woosung ‘there 
should, be no peace negotiattlons. 
They further held that sottlemont 
of the Slanghal “war” must be 
megotiated together with the Man- 
churian problem. This meeting 
denounced the proposed eatablish- 
ment of a buffor’zone In Shanghai, 
insisting that the Japancse muat 
clear out.—Rensha. 


—_—_— 
per cent. women; 
Less than 20 per cent. of the 


period, 92.1 per cent. men and 
97.0 per cent, women, 


The remaining 7.9 per cont. of 
the men and 8 per cent. of the 
women recolved benefit for between 
80 per cent. and 90 per cent. of 
the perlod, 


The upshot of the Ministry of 
Labour's Inquiry gives great hopes 
of the possibility of bringing back 

| the unemployment relief scheme to 
a self-supporting genuinely insur 
ing basis. : 


Ease of the Work-shy. 


Anticipations are published to- 
day of the recommondations which 
the Royal Commission {8 cxpected 
fo mete ta the Government to this 
end. 


Ono proposal will probably bo to 
‘include varlous categorics'of work- 
cra not at present ranked among 
the contributors to the State 
system of unemployment. insurance 
—such as railwaymen, the clerical 
class and agriculutral workors. 


The great aim must bo to make 
tho system aclf-supporting and to 
stop borrowing . from the Ex- 
chequer. From “conversations 1 
have had with various artisans al- 


Guarding homes 
‘throughout the World! 


HROUGHOUT the world today there are 

thousands of families who live happily in 
che protection of Manufacturers Life policies. 
With Head Office in Canada, this great service 
is extended to the people of thirty-two countries 
through Manufacturers Life representatives— 
a service available to you at any time and in 
any one of these countries in which you or 
your beneficiaries may live. 


THE 
MANUFACTURERS LIFE 


INSURANCE OOMPANY 
HEAD OFFICE . * JORONTO, CANADA 

Apenti— BK. J. RL Milebell. 

Building, Fa 
Canton renentive Vio 
YB Shien, 


Hongkong 
Ferrier, 


Antalic 


ABR 


SUMMER DISCOMFORT 


can be avoided 
Insulate your roof with 
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CELOTEX 


Estimates & Particulars from 


SHEWAN TOMES & CO. 


Sole Agents. 


WHERE SHALL YOUR 
ADVERTISEMENTS. BE 
PLACED TO DO THEIR 
UTMOST——TO REACH 
THE MOST PROFITABLE 
GOAL? 


The reply can be found 


in another question.— 


, 


WHICH NEWSPAPER GOES 
INTO THE HOMES OF 
THE COLONY DAILY AND 


ALSO CIRCULATES IN THE 
- OUTPORTS? 


"THE HONGKONG 
TELEGRAPH 


. Circulation Bached(@y Chartered Accountants’ Certificates. 


ry 


; tnd compelling In| human 


NOTES SUPPLIED BY THE 
THEATRES. 


Robert. Emmett 
celebrated author of Univeranl’s 
“Waterloo ridge," was born in 
America, in New Rochelle, Now York, 
April 4,'1896,, He attended Harvard 
University In the atudy of the Hberal 
urts, stressing literature. -Dramatic- 
editor of the American _ periodica}, 
“Vanity Fair’ and sasocinted-cditor 
of “Life’ in later years, he won tha 
title of “the stage and sercen’a 
neverest critic.” Turning his writ- 
ing talents toward the stage of a fow 
years ago, he wrote “Tho Road to 
Rome," “The Love Nest.” “The 
Queen's Husband” and several other 
distinct hits before.““Waterlog Bridge” 
and its ensuing sensational reception. 

Mr. Sherwood mado a special trip 
to California and personally colla- 
borated with Jamc# Whale in bringing 
“Waterloo Bridge" to the screen. Mr. 
Sherwood witnessed a considerable 
part of the work of tho distinguished 
cant engaged in filming it, a cast that 
includes -Mac Clarke, Kent Douglaas, 
Dorin Lioyd, Ethel Griffics, Frederic 
Kerr, Enid Bennett and Bette Davia. 

The picture, a atory of a girl of 
the streets in London's trying war: 
dnye, in showing at the Central 
Thentre now, 


“Up for the Cup.” 


Sherwood, tho’ 


Sydney Moward had quite a lot of 
fun when enacting some of the scenes 
for hin new film, “Up for tho Cup," 
In Yeadon, Yorkshire. Yeadon is 
Sydacy's birthplace, and one day, | 
during ao brenk in filming, Howard 
and Jack Raymond, the producer, 
decided on a Jittle refreshment in the 
lovnl hestelry, They hied themaclyes 
to the popular taproomy and while 
oltling. there at penee with the world 

verhenrd a dixcussion concern. 

he merits and demerits of Tack 
Rayinond and Svdney Howard. They 
Hatenedl with One of the parti- i 
cipanta dn the nversation informed 
the ream at large that he considered 
Anek Kaymeond Britain's best pro- 
ducer, and semeone elee endeavoured 
to hetter him by saying he thought 
Sydney Hownrd the greatest comedian 
he'd seen, That sweeping atatement 
wea answered from oan unexpected 
rourse—n voice from the corner of the 
room ‘stated with. qulet [rony, “Ah, we 
stamped it un his face afore fe loft 
tere’ Obviously a local inhabitant 
with ne osenae of humour! This 
Intent Britiah comedy sticcesa ist 
showing from Sunday at the Queen’ 
Theatre, 


“Always Cnodbye.” 


The rend to stardem in motion 
pictures ix a long and weary one and 
it takes years for the fortunate few 
ever to reach top, Yet as all tradi- 
tions are smashed, ro was this one, 
and the netress who accomplished} 
the «eomingly impoasible was Eisen | 
Landi, the scintillating English actrcsn 
who ix starred in the Fox picture, 
“Alwava Goodbye,” now playing at 
the King’s Theatre. ' 
“It took but two pictures to raise. 
Miss Landi to the very pinnacle of 
filmdom. Going ta  Americn tat 
enact the lending rele in the Broad! 
way sta production “A Farewell 
To Arms,” Fox Film executives were } 
so impressed with her performance ft 
that they offered her a fontured roles 
in the revent sercen drama, “Rudy : 
and Sout” Her characterization was 
so real, and so favourably received , 
by critics and public alike, that studin 
executives threw precedent to the 
four winds and starred her in “Abwnyn 
Goodbye,” her second picture. 

In “Always Goodbye" Misa Landi 
impersonates Lila Banning, who hns 
set the pace for Mayfaira’ society nt 
the cost of her small fortune, 
Bankrupt, she realizes that she has 
been lending a life far abeve her 
means, yet she dreads the thought of 
sinking down to the middle clays. Her 
tempestuoun, flerey nature then leads 
her into a series of adventures which 
snon enmenh her in a network of 
mystery and suspected crime. How 
she finally cleara her name of all 
suspicion and wins the right to the 
ene min he really loves, and cannot 
say “Always Goodbye” to, furnishes 
one of the most surprising climaxes 
that have been seen on the screen in 
many a week. . 

In support of Miss Landi a most: 
able enst with Lewla Stone and Paul | 
Cavanagh in the featured roles, John 
Garrick and Lumsden Hare have the 
other important parts. William 
Cameron Menzies and Kenneth Mac- 
Henna co-directed. 

“Doctors? Wiver.” 

- In choosing “Doctors’ Wives" ns! 
the most suitable material for Warner 
Ruaxter'x Inteat sercen offering, com- 
ing next Sunday to’ the King’s 
Theatre, Fox selected an unusal 
dramatic theme played ngninst a 
luckground never before featured on 
the sercon. . 

While many past novels, stage 
plays and screen dramas have fea- 
tured the heroic services of doctors, 
none have brought realistically the 
‘hopes, ambitions, conflicts and inner 
doubts of their wives to attention. 
Consequently, when Henry and Sylvis 
Licfernnt'a sensntionnl = novel was 
Drought ‘to the attention of the Fox 
script department, it was instantly 
recognized as a mort powerful sub- 
ject. for eereen entertainment. - 

“No sooner had I read the scrip,” 
Frank Dorzage, the dircctor, declared, 
“chan [T knew here wap a story rich 
interest, 
nnd one element necessary for all 
great sereen drama, Warner Baxter 
was the logical choice to portary Dr. 
Penning, the successful and ambitious 
surgeon of the story: but who to cast 
for the young idealistic, pretty, sus- 
picious, emotional doctor's wife .pre- 
rented a more dificult problem.” 

Only after innumerable teats of 
every available actress was Joan 
Kennett finally chosen for the coveted 
role of “Nina Wyndram,” a doctor’s 
daughter who marrtics n doctor to 
become one. with a Ingion of women 
condemned te obscurity under the 
title of doctors’ wiver. 5 

The story revolves about their 
y;fompeatuons romance and marriage 


{was powerful enough to 


‘along tha floor by the foot, 


‘people make out, 


BAITING TEACHER. 


(Continued from Page 6.) 


> ¥le was a bachelor, and one day 
the colour-schemes of his bouts 
and socks were’.in-most violent 
conflict, so it was decreed that tha 
class should keep its united xnzo 
fixed unwaveringly on the master’s 
fect. The result was one of the 


{ most embarrassing half hours he 
‘had ever spent, and in tho end ho 


became so acutely aware of our 
attentions that he had to tako re- 
fuge behind hia desk, where tho 
offending members were hidden 
from the public gaze. 

Another day one of the more 
daring members of tha class at+ 
tached a thin thrend te one of the 
electric lights, and at suitable in- 
tervale caused it to away alarm: 
ingly, apparently without any 
cause whatever. The culprit was 
discovered in the end, however, 
and a suitable penalty inflicted. 


Breaking the Silence. 


‘Rubbing one's wet finger over 
the polished tops of the hollow 
desks produced, when  akilfully 
done, a nojac somewhat resembling 
distant thunder, ond during a 
very quiet interlude n most effec- 
tive diversion was the rolling of a 
marble, “accidentally dropped,” 
from one end of the floor to the 
other, Another trick, very dim- 
cult to bring home to the perpetra- 
tora, wan for the members of the 
class to blow their noses or snitt 
loudly in sequence round the class, 
This, tov, had a very demoralising 
effect on the master, as it was 
dificult to proceed with the lesson 
amid the resultant noise, while 
surely he could nol object to our 
blowing our noses or sniffing from 
the cold on a raw winter’s morn- 
ing. 

A practice which was not en 
couraged was the uae of “stink: 
bombs,” as they were termed, and 
it was only on rare occasions that 
they were used. as generally the 
odour, reminiscent of bad exgts, 
attract 
the attention of some other mas. 
-ter who was probably more able to 
cope with the situation. 

Besides these “stink-bomba™ 
other fnstruments could generally 
be obtained from obscure — little 
shops which seemed to cater speci- 
ally for the needs of the achool- 
boy. One of these others was 
encezing powder, which could al- 
most make one believe that a per- 
fect epidemic of colds was riuyiny, 
even in the summer, There was a 
certain master, who, when he was 
about to sneeze, had the habit of 
tapping his fingers on the desk in 
front of him. This was duly ob- 
served, and one day when he had 
a cold a quantity of sneezing-pow- 
der wae placed on the desk, with 
results that can well be imagined, 


Too Risky, 


There were also small glass 
vlobes whieh rather resembled 
“stink-bombs” in appeurance, but 
which, when put.into the fire, @x- 
ploded with a very alnrming noike, 
while the Joctst-benn seed was 6 
substanee which, when rernped 
pro- 
duced an altogether unearthly 
shriek, The use of the lagt-men- 
tioned instrament, however, was 
much too obvious and therefore 
‘risky to ie practised much. 

It will therefore be Been that 
the achoolmaster’s job is perhaps 
not to be envied so much as some 
as the tricks 
mentioned were only some of these 
perpetrated by one class which 
had each master perhaps only once 
exch day, and if his other five or 
six classes cach performed similar 
fricka. it can safely be said that 
the schoolmaster earns his salary 
and his Jong helldays, 

PENDA. 


INFORMER’S REWARD. 
ACTION AGAINST BRITISH 
GOVERNMENT. 


Cairo, Feb. 18. 


An action (if being brought 


| against the British Government for 


£37,000, being “reward hereto 
entitled" by. an. Egyptian named 
Helbawi, who greatly assisted the 
authorities; in tracing the mur- 
derers of Sirdar Sir Lee Stack in 
1924. 

Helbawi received £10,000 for his 
services, the reward which the 
government offered at the time.— 
Rentor’s Special Service, 


NAVAL FATALITY. 


SEAPLANE CRASH IN 
MEDITERRANEAN. 


Malta, Feb, 18. 

One occupant of 2 seaplane from 
the aircraft carrier Courageous 
was killed when the plane crashed 
into the sea off Marsn, Sefrocco. 
The other occupant. escaped by 
using a parachute.—Rauter’s 
Special Service. . 


which gocs on the rocks when the 
-young doctor's wife falls prey to tho 
suspicions sown in her mind “by her 
mother who insist: that women 
patients seck out her husband for 
other than medical attention. She fs 
finally made to understand that her 
suspicions are ‘entirely unfounded of 
fnct, ond that a doctor's duty to 


humanity is justly greater than_hls_ 


own’ personal life, 


P: &.0. BANKING 
CORPORATION LTD 


(Incorporated {n England, 1920.) 


Anthorleed Capital .., 
Gubsveribed and Paid Up 
Reserve Fund ......-.- toes 


HEAD OFFICE: . ; 
122, Lesdenbal! Btreet, London, EC. 


WEST LONDON DRANCH. 
14.16, Cockspur Street, London, 8.W.1. 


BRANCUES:—Dombay, ' Calcutta, Oallent, 
Calombe, Mongkeng, Madras, Shangshsl, 
Singapore 7 

AGENCIESi—In al) the principal towns of 
the world. * 

General Euctange pet my 
transacted. Loans and overdrafts granted on 
approved security. Current and Fixed Deposit 
accounts opened. 

SAVINGS DANK ACCOUNTS:—Iaterest 
allowed st rates which may be obtained sm 
application. ; 

TRAVELLENS CHEQUES ISSUED. 

Yasengers travelling Homeward are re 

to obtain @ Letter of Credit from 
pe, which can be cas! through the Purser 
of any FP, und O, or B. 1B. N. Btaamer or 
at any of the Dranches of the Corporation. 
W. J. WADDINGTON, 
Acting Manager. 


THE BANK OF EAST. ASIA, LTD. 
Established 1918. 


Denking Besioea 


HEAD OFFICE: 
10, Des -Yoeux Road, Central, 


HONGKONG. 


Capital & Surplus over H$8,000,000 
Total Resources over H$30,000,000 


IXvery description of Banking]: 


ane Exchange business transnct- 
ea. 

Current and Fixed Deposit Ac- 
counts in local and foreign cur- 
rencles opened for clients, 

Savings Account and Safe De- 
post Doxer, 

Branches and Agencics all over 
the world. 

KAN TONG PO, 
Chief Manager. 


MAMAK HOCKEY. 


ROYAL CORPS OF SIGNALS 
MEETING C.B.A. 


The under mentioned players will 
represent the Royal Corps of. Signals 
ugulnst the Central British Associn~ 
tion at King's Park in the Mamak 
Hockey Competition at 6.15 p.m. this 
afternoon: Sigmn. W. Browne, 
Sigmn. F. W. Gillott, Corpt. 7. P. 
Saunders, Sigmn. A. E, Hardy, 
Sigmn. L. Patience, Stgmn. R. W. 
Morris, Sigmn. E, W. Chaffey, Sigmn, 
L. Williams, Lieut. F. hiteway- 
Wilkinson, Sigmn. J, C. Gameron, 
L/Cpl. G.-P. Higgins, 


League Table. 


The league table brought up to 
date is os follows: 
Goals 


Incognito .... 
St. Andrew's . 
Signals 


wetomnns § 


LOCAL FOOTBALL. . 


’ KOWLOON’ TO PLAY CLUB 
AT CHATHAM ROAD. 


The following oam will represent 
the Kowloon Football Club First 
Fileven versus 
the Kowloon Football 
at 4.16 p.m, to-morro’ Gurevitch; 
London, Martin, Bliss, McKelvie, 
Duncan, Dominy, Hill, Gillett, Cotton, 
Enstman. Reserves, Brynnt, Phillips, 
Blake. 

The following tenm has been chosen 
te reppesent the HLKP.C, Ist XI 
ayuinst Kowloon Football Club on the 
Kowloon Ground on - Saturday, at 
4.45 pan.—Rodger, S, Strange & 
Foley; M, Railton, Skinner & Bald. 
win; Alexander, Segalen, Fi. range, 
FE. Railton & Fowler. 


ub Ground. 


———— 


RUGBY TO-MORROW. 


HONGKONG F.C. ‘'O PLAY 
KOWLOON. 


In a rugby match on the Club 
ground at Happy Valley at 4.30 pan, 
to-morrow, the Rugby Seetion of the 
Hongkong F.C, will be represented 
by the following: 
*A. F. Jenkins; G. P. Lammert, 
Licut. Hamilton (3.W.B.), Lieut. 
Gallecthey (s W.B.), Private Lewlr 
(RWB); MW. Turner, J. A, 2 
Sclby (Cnpt.); C. Moutrie, L/C 
Tratt, Cpl, Soutar, F. R. Birch, 
Ww, E. Peers; Lieut. Crewe Read, 
1.. G. Robertson, P. Watkinson. 


LADIES’ HOCKEY. 
: peateores j 
The Hongkong Ladies’ Hockey Club 
has arranged an Inter-club. match at 
Sookunpoo on Saturday, at 3,30 p.m. 
Tenms are ox follows:— ee 
Colours: M. Bird, E, M. Gray, J. 
Smalley, E. O'Hngan, B, M. Pope, BE, 
Ross, B. Laing, M. Smalley, P. M. 
Harrop, A. G, Orme and F. Black-. 


burn, oe 

Whites: J. Harris Walker, M. 
King, A. Nicol, N. Cooper, A, Owen 
Hughes, B. Fennklin, R, King, A. 
Mclitney, £,.Bonnar, ©. Ferguson and 
li, Kollh: ‘ 


| AMRITSAR 


the Hongkong F.C. on’ 


THE CHARTERED ‘BANK OF 
INDIA, AUSTRALIA & CHINA. 


Incespernted by Moval Charter 118). 
————4——__—— 


EAD OFFICHI-LONDON, 
Paid-Up Capita) ,... £0,000,000 
Reserve Fund ..,.0006 4.000,000 
Reserve Lishility of Proprietars ., 8,000,000 


AMENCIES AND DMANCAES. 

ALOR STAR ILOILO RANUUON 
vO SAlGON 
KARACH] BEMARANO 
KLANG BEREMBAN 
KODE SHANGHAI 
KUALA BINGAFOBB 

KANGSAR SITIAWAN 
KUALA BOURABATA 

LUMPUR.. TAIPING . 
XUCHING TIENTAIN 
MADRAS ,- TONGKAI 
MANILA (Dbaket) 
MEDAN TSINGTAO 
NEW TORE YORHAMA 
PXPING SAMDOANGA 

Peking) 
PENANG 


BANGKOK 
BATAVIA 
nomMpayYy 
GABCUTTA 
CANTON 
CAWNFPORE 
cornu 
coLomnBoO 
DAIREN 
OxKLHI 
HAIPIONG 
HAMDUEG 
TANKOW 
HARDIN 
HONGKONG 


.Foralen Exchange and opened Banking 
baalness transacted. : 
‘ Cerrent Accounte opined and Fixed 
Depostte recetred for one yrar or shorter 
periods at ratee which will be quoted on 
application, 

7. STUART, 


M a 
Hongkong, 17th Acgovst, 1931, a 


THE YOKOHAMA SPECIE 
BANK, LIMITED. 


Capital (folly pald up) . 
Reserve Fand 


+a. 190,000,00¢ 
+ +X 138,000,00 


HEAD OF¥YICE.—YORONAMA. 


Branches and Agencies at 
Kat Yuer - 
Karachi 


Ban Franclece 
Beattle 
Bemarace 
Bhanghal 
Hhimonoeek! 
Singapore 
Rourabaya 
Bydney 
Thentalo 
Tokyo 
Talnanto 


Fengtlen 
(itukden) 
Hembore 
Hankow 
Harbin 
Hongkong 
Honolata Talngtac 
Interest allowed on Current Accounts. 
Deposlts received for fixed periods at rates 
to be obtalned on application. i 


a. MORI, 
é Maoager, 
Hongkong March 11tb, 1931. 


jagoye 
Newchwang 
New Yerk 
Oraka 
Pelping 
Rangoon 


THE HO HONG BANK, 
LIMITED. 


‘ (X8STADLIBHED 1917.) 


Anthorived Capital ........Btralta 920,000,000 
Tested Capital . ers 9,000,000 
Paid-up Capital 4,000,000 
Reserve Liabilities of Gbare 

holders... 
Borplus s..6 


4,000,000 
2128000 


BEAD OFFYICE:-—SINGAPORS. 


Branches; Agencies and Correspondents t& 
the principal citles of the world, 
«Every description of Backing and Exebaoge 
business transacted, 
TAN ENG HOO!, 
Mavager. 


BANK OF CHINA. 


Reerganised October 26, 1818, under special 
charter ef The National Government as an 
INTERNATIONAL EXCHANGE DANE 
Subscribed Capital + 825,000,000.00 

Pald-Up Capited 
Heserve Funds .... 


BRAD OFFICE: BHANGHA}. 


HONGKONG BRANCH, 
4, Queen's Hoad Centra}. 

Owing ta our numerous branches fn Chine 
and Iarme connections in the important corm 
mercial contrea of the world, we are able 
extend to our cilents spectal fecllltles for) 
domestic and foreign banklog aud «exch: 

W 0 bandle the of Don 
ether Publis Funds of the Chinese Government 
eoth at bome.and abrosd. 

BHOU J. CHEN, 
Manager. 


Bole Agents for Hongkong & 9..Chins 


DODWELL & CO., LTD. 
Hongkong,,,.. 7.....Tel, 28021. 


"CANTON AGENTS 
for 


: @he_ 
Hongkong Celegraph. 
“HE SHAMEEN PRINTING - 
"PRESS, LTD, 
64-65. B.C. Shameon. 
Tel. 


HONGKONG AND SHANGHA, 
BANKING CORPORATION, ; 
ee 


Avthorieed Capital 
Insued and Fully Pald-up 
Reowrve "Fenda 


Reserve Liability of Propristors ..020,00¢.0@ 
WRAD OFFICE: HONGKONG. 
DIRECTORS, 


Bern or 
Mz. 0. G. 6. Machkts 
Chairman, 


Tom. Mr. J, J. Patason, 
Depaty ' Obelnuas, 


W. 1. Bell, Koc. = 'T, BR Poares, 

A. Tr. Complon, iteg. J. A, Plamen, mew 
T. I, BR. Shaw, Keg. G. Mishta, Hyg. 
3. PF. Warren, eq 


JOHORD 

KOBE 

KOWLOON 
KUALA LUNFOR 


Curren’ Accounts opened in Local Qrrrene 
and Fired Deposite recetred for one year of 
borter periode {nm Local Currency and Gtewting 
on terme which will be quoted on application 

Hongkong, 18th May, 2081. 


aS ek 
HONGKONG SAVINGS BANE. 


The Dusinews of the above Dank in eve 
ducted by the HONGKONG AND ANANGHA) 
DANEING CORPORATION, Role may & 
obtained om application. 


FOR THE HONGKONG AND SHANGEA 
BANKING CORPORATION. 


v. M. GRAYDURN, | 
Chief 
Hongkong, 16th July, 1080. 


THB NATIONAL CITY BANS 
OF NEW YORK. 
— R : 

HEAD OFFICE: 56, Wall Street 

New York. 

Capital, Surplus y 
and Undivided . 
Profits .....,.U8.$224,6546,200 

Branches in:— : 


ITALY 

Commercial and Travellera’ Le} 
tera of Credit, Travellers’ Cheques 
Bills of Exchange and Cabl 
Transfora bought and sold. Onn 
rent accounts and Savings Band 
accounts opened and. Fixed De 
posits in local and foreign curren. 
cles taken at-rates that may be am. 
certained on application to the 
Bank. : 

We are also able to offer ow 
Customors the eorvices of thi 
Branches .of the IJntornations) 
Banking Corporation in San Frap- 
elaco, and Spain and also of The 
National City Bank of New Yord 
(France) 8.A., in Paria and Nice 

¥. McD, COURTNEY, 
Manager. 
Hongkong, 20th February, 1982 


NEDERLANDSCHE HANDEL 


MAATSCHAPPL, N.Y. 
(Notherianda ‘Trading Society.) 
BANKERS, 


ESTABLISHED 1834. 


flongkona Office: 11, Queen's Road, Oestr& 
Authorised Capita) 


— 


Bestern Deed Ufcel—DATAVIA, 
— Zi 


BRANCHES: tBandjermen In, Bandoonss 


Hongkons, 1st Deeember, 1981, 


THE BANK OF CANTON 
LIMITED. 


* MOXABLISUED 1m1, 
Head Offico:—Hongkong. : 


Authorid Capital 


aha 


PUTHITHSETSTIT UF re! e3 
~ 
t 


Ai 


LONDON SERVICE 


MENELAUS = Int Mae. 
QSARPEDON = (6th Mar 


‘ LIVERPOOL SERVICE 


DOLIUS MWh Feb 


For Marsoillas, Onanblanca, London, 
Rotterdam & Hamburg 

For Marsetiles, London, Rotterdam 
& Qlaagow 


For Port Haid, Haven, aaverponl, 
& Onagow 
AGAMEMNON $3 fth Mer, For Port Said, Liverpool, Hnvre 


NEW YORK SERVICE - & (iangnw 


MENESTIIRUS Mth Mae Por Boston, Now York & Baltimore 
via Philippines, Port Bwottenhan 
fr Bingapore 


PACIFIC SERVICE (vie Kobo & Yokohama) 


(XION 10th Mar. Kor Victorian, Van'ver & Sontile 
TYNDAREUS Ath Aue foe Victoria, Van’ ver & Seattle 


INWARD SERVICE 
TRIREST AR Dne 1th Feb, For Mbanghar, Kobe & Yoko 
MEMNON Dao 2th Fob. Foe Shanghai, Kube & Yoke 


Alaa cargo Ktoamora seth limited paseoigar accnmim dation 
specially rodacnd! fares 

For freight, pnrsage rates end information a 
mentioned. 


A feats e teealest the provisions of the Oompaty's 


BUTTERFIELD & SWIRE 


Agente. 


pply to the under 


REDUCED THROUGH TICKETS TO KUROPE VIA U.S.A, 
VARYING PROM £79 to £12C-9IN SALE 
ene 
SAN FRANCISCO via Shanghai, Japan Ports & Honolulu. 
Pail Mar Wodnesday, 24th Mob. 
hinyo Maru... .. Tuesday, Sth Mar. 
SEATTLE, VANCOUVER vie Shanghai & dpan poner 
Hikawo Maru . Tuesday, Ist Mar, 
Hiyo Maru... 4... Tuosday, 29th Mar. 
. 2 ONDON, MARSEILLES, ANTWERP & ROTTERDAM win 
Singapoio, Ponang, Colombo & Suoz. 
Hakusan Maru Saturday, 20th Fob 
Haruna Maru . oo. .. Saturday, 5th Mar, 
SYONEY & MELBOURNE via Manilo & Ports. : 
ie Mie a icant ee 27th Fob, 
tsuta. Mar at 26th" : 
mani u, urday, 26th'Mar. 
Shinyo Mara oo. a 
SOMBAY vio Singapore, Panang 
“Tottori Maru... Wee 


abe ee oe 


Wodnorday, 2nd Mar, 
é& Colombo. 

Monday, 29th Jan: 
Kriduy, 1ith Mar, 
Japan, Honolulu, 


Kogo Maru. ee 
SOUTH AMERICA (WEST.COAST) via 
He ele Moxico & Panama. 
akuyo Maru... 4. a. Thursday, t7th Mar. 
MEW YORK, BOSTON vin Panama, ‘ 
LIVERPOOL vin Port Said, Constantinople, | 
» Genoa & Marrailles. : 
*Lyons Maru woadits Wee 
CALCUITA via Singaporo, Ponang 
"Rangoon Maru 
*Nagato 
SHANGHAI, 


Monday, I4th Mar, 
& Rangoon. 
Wy . ondese 29th Fob 
aru . .  Tuosday, 8th Mar. 
KOBE & YOKOHAMA. 
Kashima Maru . toe Saturday, 20th ob, 
Tango Maru tKobo Diroct) Monday, 29th Feb. 
*Hukodate Maru (Moji Diroct: Tuosday, lst Mar. 
“Osrgo only. 
For furthor information apply to:—NIPPON YUSEN KAISHA 
Totophone 30291, (private exchanges to all Dopta, 


INDO CHINA STEAM 
NAVIGATION CO. LTD: 


rns sarees mee eee ee: 


SAILINGS SUBJECT TO ALTERATION. 
Sailings 


Sun. 21st Fob at 
Wod. 24th Fob at 
Sun. 28th Feb at 


Wod. 24th Fob at 
Wod. 2nd Mar at 
Satur. 19th Mar at 


Satur. 20th Fob at 


Destination. Stoamors 


CO TSINGTAU via SWATGW = Fooshing 
@ SHANCBAT Hopsang 
: Hangsang 


- Hosang 
Kutsang 
Yuonsang 


* Kumsang 


7am. 
Tom. 
Jom. 


tO SINGAPORE PENANG 
CCALCOTTA 


noon. 
3 p.m. 
es 3pm, 
TO OSAKA via AMOY. 

SHANGHAI & KOSE 


TO KOBE via AMOY, - 
YOKOHAMA & OSAKA 


10 OSAMA via AMOY, 
MOJI @ KOBE 


1 SANDAKAN 


9am. 


Yuonsang Wod. 2nd Mar ot Yom. 


Sulsang: Satur. 19th Mar at Tam 


3pm 
noon, 
noon, 


Tom, 
‘Tam. 


Sun. 28th Fob at 
Satur. Sth Mar at 
Thurs; 10th Mar at 


Sun, 28th oh at 
Tuos, . 8th Marat 


Mausang 
Yusane 
Hiasang 


Ohoongshing 


{0 TEBNTSIN via SWATOW 
0 . Ohipshiag 


“8 CHEFO 


- Bor freight or pasaage apply to:— : 
a SARDINE, MATHESON & CO., LTD, 
Telephone 30312, . i : Genera! Managers 


4 


‘for 


" OLD RESIDENT 
RETIRING. © 


CAPT. BRANCH TRIBUTED 
BY CHINESE STAFF. 


After moro than 40 years in 
Hongkong, Captain B. Branch, 
Official Mensurer, and one of the 
Dest known fiures in the Colony. 
fa due for retirement, and ts to 
Ieave on March 4. Captain and 
Mrs. Branch will make thelr 
future home in Auckland, New 
Zealand. : 

Captain Branch, who has been 
Official Mensurer since tho office 
hero was inaugurated 23 years ayo, 
ja held In‘ high esteem by hig 
staff, and an indication of thid 
waa given yesterday when they 
gathered to bid him farewell and 
present him with some souvenirs 
of his sojourn in Hongkong. 

Mr, Yip Kwal-wa, senior mem- 
ber of the Chinese staff, who was 
with Captain Branch when the 
office wan formed, in making tho 
presentations, sold Captain 
Branch was more than a friend to 
them. He had been appointed’ 
when the staff conalated of ap- 
proximately 20 men, and by. hia 
abliity and diligence the office had 
vrown to n size that necessitated 
nenrly 100 men. In the enrly 
days Captain Branch was the only 
European officer .and worked 
aingle-handed supervising men- 
suring both ashore and afloat. 
Captain Branch, he anid, waa be- 
loved by all for his sincerity, 
courtesy and kindness of heart. 
Those who had served under him 
would lose a kind lender and A 
valuable friend. He, on behalf of 
the staff, wished Captain Branch 
all joy and happiness. 

Captain Branch {fs one of the 
old school of senfaring men, 
having Jearned - the business in 
“sila when tn 1876, axa boy of 
14, he sailed round the Horn, In 
his early yeara he made the ac- 
quaintance of most parts of the 
world, and aa all seamen have, 
has an illimitable repertuire of 
ancedotes: and adventures to tell 
of every page In the atlas, 


The “Old Days.” 


His Introduction to Hongkong 
was oso long ago that  Captato 
Branch admits he cannot remem- 
ber the exact date, It wags, how- 
vver, in the days when the Blue 
Funnel stenmer plied round the 
China Const, when Queen's Road 
waa the waterfront of Hongkong 
and when executions were prac: 
tically a daily occurrence in old 
Kowlvon City, Captain Branch 
well remembers the occasion when 
the 21 pirates of the Namon were 
decapitated within the old city. 

Captain Branch came to Hong: 
kong more than 44 yenra ago, he 
thinks, and has not visited Eng- 
fand during that period, One of 
his home leaves was spent pros- 
pecting gold in Borneo and an- 
other in trying to locate coal de- 
posits. His first ships in Chinn 
Coast waters were the old Mem- 
non and. Ducaltion, trading to 
Borneo with timber, For a time 
he sailed under the American flag 
soon after the occupation of. the 
Philippines, and was master of 
the ifl-fated Hankow. For many 
years he was on ships trading to 
Canton and the West River, Tle 
has had the usual run of adven- 
tures that the China Const 
mariner is Hable to meet, with the 
exception of pirates, Never once 
have pirates boarded his ship. 

llis deep-seafaring days ended 
‘in. 1909, when the China Home- 
ward Freight conference estab- 
Ushed the measuring: system for 
carzoos and appointed him the 
firat official. The mensuring was 
then confined to the Homeward 
and New York Conferences and 
for the beginning he had a staff 
of five, but the business of the 
office has increased with the traf- 
fle through the port, and now he 
has the asalstance of Mr. H, Nish 
tnd Mr, HL. A., Kekwick, in addi- 
{ion to nearly 100 Chinese. He 
hus had strikes and boycotts to 
survive in his capacity as mea. 
anrer, and Well remembers . the 
days of 1926 «when he and Mr. 
Nish had to lo the best they 
could with the cargoes to be mea- 
Rured. 

The staff yesterday presented 
Captain Branch with a_group 
photograph, a handsome Chinese 
ataridard Jamp, together with 
set of tea-poys for Mra, Branch. 

Capt: nnd Mra. Branch leave 
Sydney on the Tanda on 
March 4. 


DISARMAMENT. 


“THE GERMAN SCHEME 
OUTLINED. | 


Genova, Feb. 18. 

A large measure of agrecment 
with the suggestions already sub- 
mitted: Jr ahown in the Gorman 
disarmament — proposald,- which 
Horr Rudolf Nadoln presented to 
the full conferanco this morning. 

The abandonment of conscrip- 
tion, abolition of submarines, alr- 
craft enrrlors, tanks and chemical 
and: dacterlologicn] warfare are 
urged; also the prohibition of forts 
near frontiers, prohibition of 
henvy artilldry outside’ fortresses, 
and imitation’ of tho calibre of 


_..| fortress guns and mortars, 


The naval” proposals~-are a 
maximum of ten housand tons for 


SHANGHAI RELIEF. 


_— 


TUNG ON STEAMSHIP CO'S ° 
BIG DONATION. 


Further contributlona have beon Mi 


made by leading Chineso shipping 
companies, Nam Pak Hong firms, 
restnurants in| West Point and 
wealthy Chinese .realdenta to the 
Tung Wah Hospital's fund for the 


-relief of distreas In Shanghal. 


Tho most substantial donation 
{s one from the Tung On Steani- 
ship Company, of which Mr. Woo 
Hay-tong, the well-known. loca) 
Chinese shipowner Is the Manag- 
Ing ‘Director. . a 

The Tung On Steamship: Com; 

pany has decided to allocate the 
whole of the passenger earnings of 
the atonmersa, “Poul. Benu” and 
“Charles Hardouln” from Canton 
to Hongkong, for the porlod of two 
weeks, to the Fong Bin Hospital in 
Canton for the purpose of caring 
for the thousands of rofugecs who 
are on thelr way to Canton from 
Shanghal. . ‘ : 
- The Fong Bin Hospital is the 
londing Chinese charitable or- 
ganisation in Kwongtung and 
undertakes work similar to that 
done by the Tung Wah Hospital 
in Hongkong. Tho Fong Bin Hos- 
pital haa beon advised by Shang- 
hal asking It to make preparationa 
to receive thousands of refugees 
from the North. 


Another $26,000 Collected. 


On Wednesday the third day of 
tholr vialta to the lending Chinese 
firma seeking donations, the direc. 
tora of the Tung Woh Hospital, 
under the leadership of Mr, Chan 
Lim-pnk, have succeeded in col- 


4 lecting $26,000, The Directors of 


the Tung “Wah Hospital will con- 
linue their eampalyn for funds, 
The Man Yuan Restaurant in 
Weat Point allocated the entire 
varnings of yesterday to the Tuny 
Wah Hospital fund... The Lok Tao 
Tao RNoataurant and other restan- 
rants in West Point have all pro- 
mined part of their carnings dur- 
ing the coming two weeks for ihe 
relict fund, Tho hundreds of om- 
ployeea working In the Man Kwok 
Roataurant will donate — their 
February wages, The same ren- 
taurant will also ‘contribute 10 


per cent. of Its earnings for the 


coming month to the Shanghai 


distress, 


Among the latest: contributions 
recolved by the Tung Wah Hos- 
nital are $3,000 cach from the 
Sincere Company, Nam Tol Com- 
merein) Association, and Kan 
Wang Ip Tong. The Bank of East 
Asin and The Sun Company have 
each donated $2,000. ¥ 


British Line Helpa Refugees. ‘ 


Since the commencement of the 
disturbances numerous wealthy 
Cantonese families have arrived 
in Hongkong but the poorer_resi- 
dents with their wiyea and chil- 
dren have been stranded. Most of 
them desire to return to Canton 
but not all of them can afford to 
make the journcy, With a view 
to helping these unfortunates, 
Messrs, Butterfield and Swire Ltd. 
have reduced the steerage rate on 
some of the company’s. steamers 
on the’ Shanghai-Hongkong run 
and fs working in co-operation 
with the Cantonese Club, the 
Kwong Shiu Kong Sor, in Shang- 
hai in handling the refugees re- 
turning to the South. 

The first B.& 8. boat from 
Shanghal, the s.s. Kiungchow, will 
leave to-day with a batch of re- 
fugoos many of whom are on their 
way to Kwangtung and Kwangsi. 
The line ia only charging the re- 
fusees $b for the whole trip in- 
cluding their three meals no day 
which, it is Understood, will mean 
n loans to the Company. 


=—_ 


AN ARMED ROBBERY. 


MASTER OF A RICE-SHOP 
VICTIMIZED. 


— 


A daring armed robbery was 
carried out in a rico. merchant's 
shop In Reclamation Street, Kow- 
loon, Inat evening, when two men 
held up the master, and after 
gagging and binding him made of 
with $20 in-money. 

According to a report made by 
Lal Sheung, master of the Sheuny 
Tal rice shor of G02, Reclamation 
Street, about 7 p.m. yesterday two 
men entered by the front door and 
ono of them asked him if he 
wanted to buy somo scissors. 
Suddenly the other man seized 


_| him by the neck, at the samo time 


whipping, out a dagger. They 
took him to the kitchen, and after 
having gagged him, tled him to a 
water tub. Thoy were in tho shop 
for about five minutes, and then 
loft, taking with them $20 In ten 
cont pieces. 

Having mannged to release hin 
solf, which wag bofore the robbers 
left the shop, the man raised an 
alarm, but the two Intruders: made 
an offective escape. aa é 


er 
——— 


capital ships, and Jimitatlon of 


ertiisers and destroyora, 

_ A limitation of expenditure and 
system of controlling armaments 
oqually “obalicable, -to- all. the 
Powors {s advocated.—-Meuter. 


DOMESTIC —LIFE 
" — DISCORD... 


‘INDIAN COUPLE AIR 
TROUBLES IN COURT. 


Hearing of a summons ‘by Mrs, 
Mariam Farld, against hor 
band Mahomed Farid, for alleged 
cruclty and wilful neglect to pro- 
vide maintenance, ‘was continued 
before Mr. Schofield at the Cen- 
tral Magistracy, yesterday after- 
noon. atk ic 

Mrs, Hajira Hoffman, o {friend 
of tho family, stated that sho had 
known Mrs, Farid since girihood. 
Knowing of thdir troubles, she had 
offored her. good offices a8. a 
mediator to the défendant on mcot- 
ing him: one day in Hennessey 
Road. The conversation turned to 
gotting Mrs, Farid to, return to tho, 
house, but, alleged witness, the 
husband’s attitude was uncom- 
promising. “If sho returns,. I 
will treat her ten times worse than 
before,” he had replied. 

Before her marriage, witnesa 
continued, Mrs. Farid appeared to 
her to be always happy and 
smiling, but after tho event she 
appeared worried and unhappy, 
and oven wopt on the occasions that 
ps wont'to the house to aco 

jer. 

In cross-examination by Mr. E. 
8.C. Brooks on behalf of the do- 
fendant, witness stated that Mrs. 
Farid hod grown considerably 
thinner since her marringe, being 
now less than half the plump per- 
aon that ahe used to be before her 
marriage, , 

Mr. Brooks: Did Mra. Farid 
make any complaint to you about 
her clothes ?—None. 


Sound of Blows. 


Mrs. Madar, who, on one ocea- 
sion, lived with the Farids, corro- 
borated the teatimony given by the 
complainant of an inciddnt at the 
house on the day Mrs. Farid = re- 
turned to. her mothor. Witness 
remarked that as sho was leaving 
the kitchen she heard the sounds 
of blowa being struck and on 
reaching the front room pleaded 
with the defendant to leave hia 
wife alone. Witness held his 
handa to prevent him from hitting 
the complainant, who had a red 
mark on the side of her face. 

Witness also mentioned that 
Mrs, Farid ‘never had her meals 
with the houschold but had to wait 
until everybody had finfahed. 

Mr. Brooks during the course of 
his crosa ‘examination asked wit- 
ness {f she would describe the de- 
fondant as a cruel man. 

Witneas replied that he did not 
always ‘speak to. the complainant 
quietly or gently and oven shouted 
at her. i 

Mr. Brooks: Would you say he 
was of a mild disposition?—Not 
towards his wife, 

Referring to the defendant's 
mother, Mr. G.K. Hall Brutton in 
re-examination on behalf of the 
complainant, asked witness if sho 
would deserlbe the mother-in-law 
as a stern woman, 

Witness replied 
very stern... 

When Mrs. M, Bux, the cum- 
plainant’s mother, was called, Mr. 
Brutton asked what her daughter 
was like before she married the do- 
fendant. : 

The witness replied that she was 
perfect and, in reply to another 
question, explained that her 
daughter was always happy and 
not In the hibit of going out much, 
Witness went on to give evidence 
of complaints which tha com. 
plainant made regarding her treat 
ment by the defendant. ‘ 

The hearing was adjourned until 
to-day. 


that she was 


MUSICAL EVENING. 


YESTERDAY'S CONCERT AT 
HELENA MAY, 


A most enjoyable concert pro 
xramme was listened to by an ap- 
precintive audience at the Helena 
May Institute yesterday evening, 
the renditiona by all the artistes 
being both pleasing and sincere. 

The following was the, pro- 
gramme, every Item of which re- 
eelved appreciative applause: 


1. (a) Recit and Arla from 


“Rinaldo” (Handel) “Lascta |- 


Ch'io ‘planga; (b) “Caro- 
+ mio-bon” (Glordant). . . 
_ Mra. Lockhart. aon 

Songa:—"Linden Lea” nnd 

me Noon” . . . Mr. Bal- 

ey... 

. Songs.—(n) “To my first 
love” and “You'd better ask 
mo;” (b) “Blackbird Song.” 
. . . Mra, Tetley, 
Shakespearean Songs.—(a) 
“Fear not the beat of the 
aun;" (b) “Undor the Greon- 
wood Treo.” . . . Mra. Lock- 
hart. 

Songs.—(a) ‘“Bols:' Epais,” 

(b) To Anthea... . Mr. 

Bailey. . : 

Songs—(a) Tho Pipes of 

Pan; .(b) Tho Little Irish 
Girl (Lohr). . . » Mrs. Tet- 


ley.’ : 
Sonate in C minor for Violin 
and ‘Piano (Grieg) ---Threa 
movorments,.... V. Dorencv- 
aky and A, M..Bowes-Smith. 
Mrs. C. Scott Little, and Mr. G. 
BE. .Longyear. accompanied tho 
artiste at the plano. ” oe 


- GIANT WHITE EMPRESSES. 


huss |: 


Aloo SUMMER 


Hoag Kon; 
te ie 


Empr. of Canada 
Empr. of Russia 
Eenpr. of Japan 
Empr. of Asia 
Empr. of Canada 
Vopr. of Russia 
Repr. of Japan 


A 
A 


CANADIAN AUSTR: 


Ap : 


offer 


REDUCED FARES. 


2 HONGKONG’ via Honoluly 


Pacific Coast 


GOOD FOR ONE YEAR 


to or 
Direct Express 
and RETURN 


‘ 


int CLASS From G BEBO 


EXCURSIONS 


ON BALE JUNE Ist TO AUG. Bist 
RETURN LIMIT 8let DEC. 


Ast CLASS From@ $540 


Bhanghal 
Leas 


Nakarat! 


Kobe Yokohama: Hemoluts Vani 
Late Leave 


ate 
Bob. 25 

Mar. 10 
Mar, 20 
Mar, 31 
Apr. 13 


Apr. 28 
May it 


eoutel 
Arrive 
Mar, 28, 
g 
Apr. at 
May 10 


Empress of Japan 


TO MANILA 
SUNDAY, 2let FEBRUARY. 
; USTRALASIAN 


LINE 


x between 
VANCOUVER, VICTORIA 


oy na 
HONOLULU, SUVA, NEW ZEALAND, AUSTRALIA 
The White Kmyreases connect at Honoctula with 


OC. Line hips 


end Niegure. 


For further information please apply to: 
Ganadian Pacific 


THE WORLD’S GREATEST TRAVEL SYSTEM. 
Tolophonos ; Passongor 20752. 


SPECIAL 


Freight 20042. 


Round Trip Fates 


to 


EUROPE. 


WEEKLY TRANS-PACIFIC SERVICE 
_To San_Francisco, Los. 
Angeles & New York 


- via Panama 
Portnightly sailings on Tuesdays. 


Pres, Lincoln ... 
Pros, Coolidge. 
Pros, Hoovor ... 


£79, £112, £ 


Mar. 1,4 p.m. 


Mar, 15 
Mar, 29 Pros, Jefferson... «.. 


wee 


_ To Seattle & 
~ Victoria 


Fortulghtly sallingw on baturdeys. 
Pros, Cloveladd ‘Feb. 20, 4 a.m. 
Pres, Taft... we Mar. & 
oe Mar, 10 
ia] through rates to. Europe via 


meen 


8 
120 Inited States. Direct connootions 


with all Atlantic tines. Choice of rail linea acrova United Btales 
and Canada, liberal etop-over privileges for sight-acelng. - 


ROUND TRIP FARE TO BULOPE. nies 


From HONGKONG to NAPLES oe ius 
is » MARSEILLES... 

at)» LONDON oe 

Full particalars upon application, 


Round-the-World 


Fortnigutty ealtiogs op Onodaye via Maile, Otralte, Colombo. Tombay Hues Capel. 


Alexandile, Naples, Qenos, Marecitlee, 
Pros, Garfield Bun., Feb. 21, 0 a.m. - 
Sun., Mor. 6,0 a.m. 


Pros. Polk... 
Pros, Adams Sun. 


Pres, Garfield... 


Pres, Lincoln 


Pros, Taft wus 


«, Mar, 20, 8 a.m. 


New York and Doston. 

Pros, Harrison 8., Apr. 3, 8 a.m. 
Pres, Hayes Aun., Apr..17, 8 sm, 
Pres, Pierce Sun., May 1, 8 a.m. 


To Manila 


Fob. 21, 9 a.m. 
Feb. 23, 6 p.m. 


Feb. 27,6 p.m. 


Pres. Polk... .~ 
Pres. Coolidge ... 
Pres, Jefforaon «.. 


Mur. 6, 8 a.m. 
Mar. 8, 6 p.m, 
Mar, 12, 6 p.m. 


CANTON BRANOH — No. 4 Shakee Street. 
DOLLAR STEAMSHIP LINES. 
AMERICAN MAIL LINE 


OF FAST MOTOR VESSELS 


SERVICE 


Homewards to: 


tewith Limited. 


Porte Said, Gonoa, Algiers t 
Hamburg, Oslo, Gothenburg and other Scandinavian Ports, 


M.V. “FORMOSA” «+ 
MV, “SHANTUNG” 
M.V. “NAGARA"” 


SHANGHAI, AND JAPAN|PORTS. 


Outwards to: 


but exceptionally good, passenger esoommodation). 


Oran, Rottordam (Amstordam), 


via 
Manila and Straits Sottloments. 


‘MV. “SHANTUNG" 


M.V. “NAGARA" 


Panssorigor Ratos : 


sae 


Hongkong to Gonon 
Hongkong to Ist. North 
Continental Ports, 


THE SWEDISH EAST 


Agents: 


GILMAN":C0.CLTD. 


~Hongkong: - 


Sailing about 


Oth Mar.. | 
27th = Mar. 
27th Apr. . 


Sailing about . 
- 22nd. . Feb. 
18th ‘Mar. 


“B" Olecs 
R52 


eee eee 


“A’ Olnes 
&57 


ARE YOU SATISFIED 
WITH. YOUR PRESENT TREATMENT} 


If you are not it is most likely because you are treating the 
symptoms and neglecting to treat the CAUSE. ‘To treat 
discase successfully you must remove the cause. In the 
many complaints arising from impurities of the blood 
there is ‘no finer medicine than CLARKE’S BLOOD 
MIXTURE, which gets’ to the root of the trouble by 
removing the poison from the blood, that is why it so often 
succeeds when local treatment has failed. 


A ; Recommended for 

RHEUMATISM, RHEUMATIC JOINTS, 

LUMBAGO, SCIATICA, GOUT, ETC, 

-BCZEMA, PSORIASIS, RASHES, BOULS, 
ULCERS, SORLS 


- Famous for Blood & Skin Complaints 


» Of all’ Cheintete and. Stores — Avoid all imitations 


eRENCH MAIL STEAMERS. 


Sailinga from Hongkong. 


To MARSEILLES via Saigon, To YOKOHAMA via Shanghai 
Hingapore, Penang Colombo, - and Kobe. 
Dijboutl, (Aden) Sues, Port-Sal 


Friuix Roussen., 2nd Mar. 
G, METZONGER * 16th) Mar 
G.PHILIPPAR . 29th Mar, 
PORTHOS 42th Apr. 
CHENONCI 26th Apr. 
Athos Th... lth May, 
IYARTAGNAN.... 24th May, 
ANDRE LEWON.. 7th Juno. 
tickets to Egypt, Syrian porta, 
on our mail 


ist Mar 
Mth Mar 
29th Mor, 
i2th Apr 
26:1 Apr 
10th May 


D'ANTAQNAN,..... 
ANDRE LEBON 
FELIX ROUSSEL 
UO. METAZINGEI. 
G, PHILIPPAR 
YORTITGN 
CHENONCEAUK,,. 24th May 
Arnos IL... Fh dune, 
Wo cnn issue through 
Bast Africa, Madagescar by transhipment 
steamora at Port-Sald or Djibouti. 


OMMEROLAL LINE. 


For DUNKIRX via Haiphong, Oran Le Havre: s/f “DT. 
p. BENOIT” on or about 8th: Fobruary. 


For full Particulars, apply to:— . 
Cie, des MESSAGHRIES MARITIMES 


Tolophonos; 26851. 3, Quoon's Building. 


~ {LOYD IRISTINO. 


FORTNIGHTLY PASSENGERS AND FREIGHT SERVICE FOR 


. BRINDISI, VENICE & TRIESTE 


via Singapore, Colombo, Bombay, Aden, Snes, & Port Said 
Peking Cargo on through Bills of Lading to Fiume, Genoa, All Italian, 
‘Adriatle, Levant, Black Sea and Danobe Porta 
Passengers to’ LONDON (Overland) 


NEXT SAILINGS FROM HONGKONG 
‘ ‘ox For 
Bhanghal Singapore 
o>, & Japan = & Italy 
COL DI LANA (Cargo boat) Y9th Fob. 
MONCALIERL (Cargo boat) 13th Mar. 
*9.9, .CONTE ROSSO (Passongor boat! 4th Mar. 13th Mar. 
8.8. TERGESTA (Cargo boat) 5th Mar. 2nd Apr. 
*Pasaenger Boats to Shanghal only ; 
Attention Is called to the #.8. Gange and as. Conte Rosso which will 
make the voyage Hongkong Venice in 22 and 21 days respectively 
thus allowing London Passengers to reach destination the day 
after their disembarkation at Venice, : 
Balling Dates subject to alteration swithout notice. 
For further particulars please apply te:— 7 
Quoen’s Buliding, . DODWBLL & CO., LTD., 
Tel C. weal. Agents. 


M.YV. = 
8.8. 


THREE KINDS OF 


(Continued from Page 3.) 


were neither seen nor hoard. 

‘A rounded corner brought Mary- 
Franeea and Ermintrude to Mrs, 
Van Slycke’s Delleatessen Shop, 
and automatically they atopped 
before its windows: fascinating 
salads, golden with mnayonnalac; 
bowls of creamy cottage cheese; 
enkes toworlng lusclous Jayers of 
cocoanut and chocolate; hama, cut 
to pink's own perfoctions; olives 
olly green, and pungent — dill 
pickles,-and ples, and little rolls 
——all only a ginas wintlow awny at 
four o'clack on w warm spring 
hungry afternoon, 


“Pm starved," stated - Erniin- 
trude, "I’m just naturally starve 
ed, Let's hurry right back to our 
house ang get something ty eat. 
We went to your house } esterday,” 


Mary-Frances, too, was torn ly 
the tecth of hunger, but path 
and purpose lay clear before her, 
and, though she turned from the 
window with a heart-heavy sigh, 
ahe took Ermintrude's arm and 
pulled it and said, “Oh, for pity’s 
anke! Come on, enn't you?” 


Ermintrude’s opposition, which, 
posstbly because of the amazing 
nuccesa attending the venture for 
beauty, had been constrained 
since the girlé had left the ser- 
vice atatlon, now pushed forth, str. 
charged with tecling. 


“Yen, but, Mary-Frances Fen- 
wick, | don't think you ought to. 
I think you'd lots better give It 
nll up right now and Ko in fora 
college career” 

oo * «© 


Ann, at her desk in the ofllee 
of the Redfern Plumbing — and 
Heating Company, looked again at 
the clock on the wall, Twenty. 
five minutes past four, and Phil 
had not telephoned to her all day 
long, Usually, at Jeaat, when 
things went wrong in the evening, 
Phil telephoned to her ently the 
next day—not to make love; Phil 
did not approve . of love-muakinge 
over the telephone—but to rens- 
sure her, to Ict her know that he 
waa pot angry, te make an engage- 
ment for the evening, It was 
mean of him not to telephone to- 
day. She would have called him 
diadly, but Phil thought it not 
quite nice for girls to telephone 
to men, Jt was mean of him, Get- 
tla a number was so CHsy. Walit- 
ing for message-- waiting for 
anything was hard, 


(To be Continued 


WOOSUNG VETERAN, 


DAVIES LEAVES 
HOTEL. 


COMDR. 


Shanghal, Feb. 18. 

Commander Davis, retired Bri- 
tikh naval officer, aged 80 years, 
has now agreed to leave hig hotel, 
the Fort Hotel at Woosung, where 
he insisted tipon staying through- 
out the bombardments, flying the 
British flng over his house, 


Yale and hearty, the veteran, is 
now safe in the Settlement, having 
heen brought to Shanghal by two 
British Volunteers who went inn 
luunch to Woosung to rescue him. 


The old man had to be persuad- 
ed to leave, and while the Volun- 
teers wore urging him both the 
Chinese and Japanese ceased fire. 


“| —Reuter. 


CONSIGNEES’ NOTICE. | amesemsmeesemeneeest 
convict BEE MESSACENES| OWE AMUSING. 
SONGS 
 secorded: on 
VICTOR RECORD:: 

by 
FRANK CRUMIT. 


The Stenmahip, 


“LEUTENANT BAINT 
LOUBERT BIE” 


Arrived Hongkong on Wednesday, 
the 17th February, 1992, 
Prom DUNKIRK, ROTTERDAM, 
ANTWERP, LONDON &e vin 
SAIGON, 


Consignees of Car, by the above 
named steamer are herchy informed 
that their goods with the exception of 
Opium } 
being Ianded and placed at their risk] oogn9 
in the Godowns of the Hongkong Kow- 
toon Wharf and Godown Co. td, 
Kawloon, whence delivery can be : 
obtained an the goods are Innded— 82423 { 

Goods not cleared within 7 days 
pene ane of arrival, will be sub- 20736 ¢ Abdul Abutbul Amir 
ec! tent. : . i 

All claims must, be ‘acnt to the { Frankio & Johnio 
undersigned before the Thursday, the 
Moe eg tae, or they will not} 51800 f Fone to Vicksburg. 
bo recognized. King of Borneo. 

Damaged Packages must be left. in : 
the Godowns for exnmination by the] 21480 Song of the Prune. 
connignees, and the Company's Sur-{ * Down In tho Cane Brake. 


I'm o Specialist 
Taught Mo Elow to play 
the second fiddle 


Around the Cornor. 
Down by the Railroad 


frensura and: Valuables are | 


veyor Messrs:—Goddard and Douglan 
nt 10.00 a.m, on Wednesday, the 24th 
February, 1932, Consignees must have 
a Revenue Officer !n attendance when 
damaged dutiable goods arc oxamined 
by the Company's surveyors. 
“No claims will. bo ndmitted after 
the goods have left the Godowns. 

No Fire Insurnnea will be effected 
by us in any case whatevor, 


TSANG FOOK PIANO 
COMPANY. 


$, Den Voeux Read, Central, 
(Entrance Ico House Street) 


Tolephone 24648. 


JERVICES CONTRACTUELS DES 
MESSAGRIES MARITIMES. 
The Stenmahi» : 
DRE LEBON"” 
Arrived Hongkong on Tuesday, 
the 16th February, 1932. 
From MARSEILLES &c. 

Consignees of Cargo by the above 
named stenmer ore hereby informed 
that their goods with the exception of 
Oplum,: Treasure and Valuables aro 
being {anded and placed at thelr risk 
in the Godowns of the Hongkong 
Kowloon Wharf and Godown Co. Ltd., 
Kowloon, whence delivery can be 
obtained as the goods are landed. — 

Goats not cleared within 7 days 
including date of arrival, will 
subject. to rent. 3 

All claims must be sent to the 
jundersigned before tho Friday, the 
acth February, 1932, or they will 
not be recognized. 

Damnged Packages must bo loft in 
the Godowns for examination by the 
consignecs, and the Company's Sur- 
veyor Messrs: eddard and Douglas 
at 10.00 a.m, on Tuesday, the 2ard 
February, 1932. Consignees must 
have a Revenue Officer in attendance 
when damaged dutiable goods are 
examined by the Company's Sur 


veyors. 
No claims will bo admitted after 
the goods have left tho Godowns, 
No Fire Insurance will be effected 
by us in any caso whatever, 


ASAHI 
BEER 


MITSUI 
BUSSAN 
KAISHA 
LTD. 
HOKGKONE 


MAY BE PURCHASED AT 


SELFRIDGE’S | 


LONDON, W.I. 


‘Telerrame: 


“MANIPRATO, HONGKONG 


FORGE MASTERS, 


On wioxl* he 
let, of 


Tue HONGKoNG & WHamPoa Dock Co, LTD: | 
_ » Heal Office and Works: . 
KOWLOON, HONGKONG. 


HUCK OWNERS, SHIP DESIGNERS AND BUILDERS, MARINE AND LAND 
ENGINEERS, BOILER MAKERS, 


Telephones! 
TONG KONG OFFIC 22928. 
KOWLOON COCK 26083, 


; STEEL, TRON AND BRASS FOUNDERS, 
WELDERS AND ELECTRICAL ENGINEERS. 


4 Wartour 
Call Blame 


Engineer 


SHE PAO Jorn. 


BARBER WILHELMSEN 
re 


AND ATLANTIC COASY SERVICE 
vin PANAMA. - 
Next Sailing 


MV. “TAI PING YANG" 
on : 
FEBRUARY 18th 
ie for : 
SHANGHAI, KOBE, YOKOHAMA. 
SAN FRANCISCO, LOS ANGELES, 
- NEW YORK & BOSTON. 


TRANS-PACIFIC 


_ For Passenger and Freight information please apply — 


DODWELL & CO., LTD. 


Agents. 


P. & 0. BRITISH-INDIA 
EASTERN & AUSTRALIAN LINES,. 
(COMPANI a SS 


ES incorporated in ENGLAND) 
Taking Cargo on through Bills of Lading for Straits, Java 
and Burma, Ceylon, India, Persian Gulf, Mauritius, 
E. & §. Africa, Australnala, including, New Zealand & 
Queensland Ports, Red Sea Egypt, Constantinople, Greace, 

‘ Levantine Ports, Europe Ete. - 
PENINSULAR & ORIENTAL FORTNIGBTLY. DIRECT 
ROYAL MAIL STEAMERS. . ‘ 
; (UNDER CONTRACT WITH HM. GOVERNMENT.) .” | 


' From Hong- 
kong (about) 


26th Feb, | Straits, Colombo & B'bay» 
27 Fob, noon. | Bombay, M'les & L'don 
5th Mar. | M’les, L’don, Havre, H'bu 
: Rotterdam Antworp & Hul 
12th Mar. | Morsoilles & London 
17,000 | 26th Mar. | Maraoillos & London ' ; 
6.500 | 2nd Apr. | Bombay, M’los, Lidon, | 
: . Havro, H'burg, R'dam, A'worp & Hul) 
CorFu [15,000] Sth Apr, |‘Marsoillos & London 
RaWALFINDI | 17,000 | 23rd Apr. | Bombay, M'los & L'dor 
*Cargo only. {Calls Casa Bianca. tCalls Djibouti. | ‘ 


ent connections. from Port Bald for Pass and Carge af 
Constan le, Pireaus, yrna and other ;) Steamets 
Constantinople, fail a8. Coe Otis Lavan NTO 


"BRITISH INDIA-APCAR SAILINGS. 


ginpusNa | 8,000] 24th Fob, o.m. | S'pore, Penang & Caloutts - 
‘Tinawa = || 10,000 6th Mar. i B'pore, Ponang & Caloutts 


adc eR Ee rT SOuny Seer re 
B. L Apear Line steamers have excellent eccommodation . 
_ and 2nd class passengers. : ao 


I senda cease setetchte hin nae 
EASTERN & AUSTRALIAN SAILINGS (South) 


‘fanpa. | .7,000] 4th Mar, Manile, Robaul, 
: NANEIN 7,000 fF" 2nd Apr 


—Brisbano, Sydnoy—- 
NELLORE, ; 30th Apr. and Melbourne 


ath ee TE aor Rear a ara 
f Regular Monthly Saflings from Hongk: Shangha! apes 
and Hongkong to Australia. eng, to , : oa 7 
Hong-Kong to Sydney—10 days, | . 
rove coperteny ttn bo te Usted Rogen 
© Union . Co.'s amens 0. ited ’ 
Zealand, Vancouver, San Francisco, ste, nese, 18 2 
The P. & O. Royal Mail Steamers to London and - 
Hea BA 0; arae pple cart Blokuert for Bosbayion 
io New Zeal pping Co’s mers than: 
London vis Panama Canal. p : cers lag a 


ae ie On nL een 


: SAILING TO SHANGHAI & JAPAN. 


: Fee ce, 
}BURDWAN 6,600 | 22nd Fed. noon. | 8"hai, Kobo & Yoko 
RaJPUTANA 17,000 | 26th Fob. | S’hai, Kobe & Yoko 
SANTHIA 8,000 | 26th Fob. | Amoy, Moji, Kobo & Yoko 
{MIRZAPORE 6,700 | 4th Mar. | Moji & Kobe af 
+NANKIN 7,000 7th Mar. | B’hai, Moji, Kobo, Osaka 


: & Yoko 
15,000 | 11th Mar. | 8'hai, Kobo & Yoko: 
10,000 | 11th Mar. | Amoy, S’hai, Mojf, Kobe 
- & Osaka 
17,000 | 24th Mar. | Shai, Kobo & Yoko 
6900 | - 5th Apr. | S*hai, Kobo & Yoko 


RANPURA 17,000 | %th Apr. | S"hai, Kobe & Yoko 
{Cargo only. {Calla Nagoya. 


{Cargo only, Dee 
AU date are approzimare and subject to atteration without notice. 
: Parcels Measuring not more 
recolved at the Co.’s Office up to noon on the 
' For Passage Rates, Handbooks, Fre! 
‘ MACKINNON, 
P. & O. Bldg, Connaught Rd., C., 


Queen's Buildings. Telephone 28021. - 


APCAR’ AND 


8. 8. | Tong Destination 
5,300 
16,0v0, 


6,800 
15,000 


NaLDERa 


*KIDDERPORE 
*{BOUDAN 


CARTHAGE 
RaJPUTANA 
+}”"BURDWAN 


Corru 
TALMA 


RAWALPINDI 
{BOM ALS 


TRAVEL A.-O. LINE. —« . . 
Ws nusranuia, College Mate ea isaay te Carns Torniile: 
‘Barrisn SreaMeRs: CHANGTE - TAIPING (evtrtna - 


FASTEST and MOST UMSTO-DATE STBAMERS IN THD SERVI pear. 
BLACTRIC LAUNDRY, BARDER SHOP, SUROBON and 1 TVARDESS CARRIRG MC: ve 


Bxiav Your Short Leave tx Australia Ness Zealand, Hong Kong, Sydruy—19 Daw 
| PIRST CLASS FARE TO B' ,f76RETURN | ~ 
: 0196/18/64, 
a 3 


spproved 

Cort . 
Bollese 
maher 
ye 


GLEN LINE. - 
FARES HONGKONG TO LONDON. 
ist June/30 Novombor es. + £60.0.0, 
1st Decambor/Slet May ew £75,0.0. 
TO LONDON, ROTTERDAM & HAMBURG vin STRAUS & COLOMBO. 


‘ Motor Vussel “GLENAMOY" +. see ter ase one 4th Mar. 
TO SHANGHAI, KOBE, YOKOHAMA & VLANIVOSTOCK. 
Motor Vorsel “GT.ENLUCE" Mee aed Qat Fob. 
Bteamship “PEMBROKESHIRE” «. 11th Mar. 
Steamehip “GLENIFFFR™ oo. 25th Mar. 
Motor Vessel “GLENOGLE"” *.. ... &th apr: 
Bor freight, pasnayo and further particulars, apply to , 

" JARDINE, MATHESON & CO,, LTD. 
AGENTS: THE GLEN LINE, LTD, 


Steal 


Manufec- 


Bhipwright 
turers. ¥ 


Ler a 


a 


n LONDON (via Aastralld) from 


(Australlan Newspapers om.file). 


ane oon bee 


_- BSS. “EMPRESS OF JAPAN.” 
te to. 2 Uerk, Ship Dimensions:—666'0" O. A. x 898" X we Mia 
| 86000 tons Grow, : : me at 
‘The dimensions of No, 1 Dock are 7000” X BB" x° 86" Over alll, ELW. O82, 
Salvage Tag “Henry Kenrick” 4,000. LILP, Wireless Call Signal V.P.B.T. and Flag 
Call Signal. TH.Q.D, Sheerlegs capable of lifting 6@ tons. Codes Used: Al, A.B.C. 
Witth Edition: Exginsering, First and Becond Edition, Weatern Uniom. Bentley and 


thine. : : : 
Kindly send enggiries to tha Chief, Manager, * , 
R. M. DYER,.B3. M.LLN.A., Kowloon Docks, Hongkong. 


May 10th 


RALIAN- ORIENTAL LINE, LIMITRBD 
DUTTENFICLD 4 AWIRK, AgentsHONG RONO—SHANGHAS F ae 


Home via Australia.Tour—.s,,“Ghangte’-2)th February. ee 

“ Qpening of the Sydney Harbour Bridge estivities. «° 

Datafled [tinerary. om applic ation. Fare 's200,30. Returns: 
‘Also to Sydney only, and return. . Eighty eke inclu 


ie (aust 


‘+... FRANKLIN, at land 3, 


MITIRIE HEgp | 


SHOWING. TO-DAY 


AT 2.30, 5.10, 7.15 6 9.20 p.m. 


‘Tho haunting sorrow of thin girl whore love was tuo great to 
coop her bruisod and battered heart from bursting,,,... HELD 
THE FULL HOUSE BREATHLESS WITH SUSPENSE... ° 


Tho soul conquering ‘Jove of tho bewildered boy.. In tho midst 
of death, desolation and dertruction..... GRIPPED 1HEM 
WITH PROFOUND EMOTION. 


“There were teara 
‘for .ite sadness. 

singing hoarts for 
its 


joy in its power to 


courage, and 


ontertaini 


SEE 1f AND BE GLAD! 


with MAH 

Kent’ Douglaas, Doris 
Uloyd Haid | Boan itt, 
Bavte Davie, eiel Grif- 
Ros, Frodario Kar 


Dirsckod by JAMHS 
WilALW, Pesssnted by 
Curt Lesomasls Pro faced 
by Osel Inssrarala, Je. 


. ‘ 


NEXT CHANGE— 


‘Beatrice Lillie 
looks at man 
under the mag- 
nifying glass of 
comedy, . 
Directed by 
HAMILTON 
-MacoFADDEN 


. BEATRICE 
LILLIE © 


‘COMING SHORTLY! | 
“THE AGE OF LOVE” 


with ; CALS snl 

BILLIE DOVE, CHARLES STARRETT, 

LOIS WILSON, . MARY DUNCAN, - 
EDWARD EVERETT HORTON. 


‘A 1932 United ‘Artists Picture.” 


eC 


Printed and Published for tho 


Proprictors by FReverick PERCY 
Wyndham 


Street, in the City of Victoria 


ELECTROCUTED IN 
JHIS BATH. — 


CHINESE ‘ MERCHANT'S 
DEATH. . 


A Chinese wine merchant mot 
his death early yesterday morning 
under pecullar — cireumsatgnces 
whilst having a bath at hia re- 
sidence In Hung Ho Terrnee, 12, 
St. Stephen's Lane, 


The decoased, Mr. Leung Min- 
hin, aged 67, wan having a bath 
shortly after midnight nnd ‘was 
using an clectric heating’ ap- 
Jparatus which he had placéd on 
a wooden grating at the end of 
the bath to keep the room warm. 
The apparatus necldentally fell 
into the bath and electrified the 
whiter. . 

Mr. Leung struggled and shout- 
ed, and inmates of the house went 
to his assistance. [Efforta to re- 
suacitate him = proved fruitless, 
however. During the -atrugyle in 

* the water, the decensed kicked the 
heating apparatus and severely 
burned his legs. 


CHINESE CLAIM 
~ UPHELD. 


LEAGUE ASSEMBLY 
MEETING. 


Geneva, Feb. 18. 


Jurists have been in conference 
ntl day to-day, considering the 
Japanese juridical objections to 
tho convocntion of a special meet- 
ing of the League Assembly. 


It is understood that they have 
upheld the legality of the Chinese 
application. =o 


The Lengue Secretariat are. of 
opinion that a meeting of the 
Assembly could be held on March 
1, bitt if Jnpan decides to exercise 
het right, requiring time for a 
apecinl delegute to come from 
Japan, the meeting might be de- 
layed until a fortnight Inter.— 
Reuter. 


U.S. BANK RATE. 


NO CHANGE AS RESULTS 
"OF BRITISH MOVE. 


New York, Feb, 18. 


Although the British bank rate, 


is down by one per cent. there is 
no change in’the Federal Reserve 
Bank re-discount rate which re- 
muaing at $¥ per cent.—Reuter, 


Mayfair at her fest—sootiand Yard on her 
trall, bat har love bélooged ner victim, A dar. 


. 


ae 


PRI 


6 eae 


a — 


BRITAIN HOLDS 
BACK.- 


: (Continued from Page 1.) - 


out had kept in the closcst touch 
with the United States and Powers 
members of the League of Nations, 
and pointed out that it would not 
bo wise or proper for the Govern- 
ment .to take any action which 
mixht neem to separate it from the 
other members of the League and 
{dentify it with the. United States 
In any sort of opposition to other 
members of the League. 

The Government had made every 
offort. to keep in very_ friendly 
touch with the United States and 
simultaneously remain constant to 
fia own duty to the League and to 
ensure that the whole Council of 
the League would be the body 
which would co-opernte with’ the 
United States. 


ARTICLE XVI_ ISSUE. 


Lord Hailsham said that Lord 
Ponaonby'n suggestion of automa- 
tienlly putting Into operation the 
provisions of Articlo XVI of the 
Lengue Covenant would be very 
dangerous and improper, because 
It involved prejudging the Issue, 
which the Council of the League 
had to determine .namely, which 
was the blameworthy nition 
against which sanctions ought to 


be invoked. 
The nctlons — suggested by 
would be a de- 


Lerd Ponsonby 

elarntion that) Britain deemed 
that .Japan had committed 
an net of war arainst the other 
members of the League. 


IS WHAT THE WAY? 


If ‘the necessity arose, Lord 
Hailshain went on, the withdrawal 
of all Dritish residents from 
Shanglini would doubtlesa be con- 
sidered, but it would be an exceed: 
ingly difficult and perhaps a most 
disastrous procers, 


‘he nsked,* 


He gravely: doubted whether. 
many ‘British residents of Shang- 
hai wore willing to-lenve and ho 
had no reason to belicve, at tho 
present timo, that such a course 
would be either practical or pru- 
dent. : 

Ifo hoped that - circumstances 
would not render such a desperate 
course necessary and emphasised 
that the British Government waa 
very anxious to avold reaching 4 
decision until both sides had been 
given a fair opportunity of being 
heard, and until they had examined 
the evidence of both sides. 

. NO CONDEMNATION. 

Lord Hailsham stated that, in 
the opinion of the Govornment, the 
League's appeal to Japan did not 
involve any eondemnnticen of Japan 
or anything In the nature of ao 
threat. It was merey a friendly 
appeal to Japan to ‘do her utmost 
to ‘asaist to preserve peace and the 
sanctity of the ‘Coveuant. 

The British Government, snid 
the Government spokesman, would 
not relax ita endenvours to get a 
peaceable solution of the problem. 
He deprecated any expression of 
eplnion regarding the respon 
sibility for the situation until a 
full opportunity had been given to 
the Council or the Aracmbly of 
the League, 

BRITISH OUTLOOK. 


The reported failure of the 
meeting. to-day between the Japan. 
eve and Chinese was.to be greatly 
regretted and 
serious riak of « recommencement 
of hostilities, Such a failure 
wis not gonis to discourage the 
Government in their pence efforts. 

We are appealing to both nations 
on the bads that they sre deter- 


Z omined to carry out their obliga- 
i Would that, be the way to Vintait ' 
‘the area of hostilitic 


tions, 

The Britizh Government bellev- 
ed, he said, that they were far 
more likely to achieve the nim of 
ending the present critical situa- 
tion and of protecting British lives 
and property, by meana of con- 
cllintion than by the issuo of 
threnta of partisanship.—Reuter. 


nge Japanese Comment 
on XIXth Army. 


Str 


Geneva, Feb. 18. 
Mr. W. W. Yen, the chairman of 
the Chinese delegation, ‘has asked 


for n especial meeting of the Coun- 
cil to. be held to-morrow, owing 
to the grave news of the presenta- 
tion of the Japanese ultimatum 
in Shanghai. 
Mr. Yen will ask the Council to 
endeavour to prevent the cata- 
strophe which seems imminent. 
‘A communication issued this 
evening by the Japanese delega- 
tion to the Lengue of Nations 
states: 


The eyes of 
LOVE 
are the eyes of. 


jag gsmeot heart’sand diamonds. 


—— NEXT ATTRACTION 


KING AT THE THEATR 


- with 
“WARNER 


Surrounded by Nanking Troops 
for. Disbandment! — 


“The majority of foreigners and 
many Chinese in Shanghai regard 
ns desirable the removal of the 
Chinese Nineteenth Route Army, 
whose attitude is highly dan- 
gerous for the Concesston." 


The atatement adds that the 
Nineteenth Route Army Contains 
many Communist elements and the 
Nanking Government which  pro- 
posed to disband it, “had now 
placed troops around it, isolating 
it and watching its movements"— 
Reater. 


Wits and wiles, 
cearsand smiles 
—and « gor- 

geous women 


las 
DICTURE 


JOAN 


BAXTER BENNETT 


EE 


Hongkong. . 


i 


| 


| 


! 


there seemed a. 


. fi Paris, with’its gay 
me ilie and loves— 
was she fo leave 
Bithem all for the 
‘gale haven of 


ae 
ae marriage ? 
—DOR'T FAIL TO SEE— 


CHARLIE -CHASE 


with 
PAULINE 
FREDERICK, 


NEILHAMILT IN. 


‘Rough Seas” 


—_NEXT ATTRACTION-— 


C25) BRITAIN’ LATEST 
LAUGH SUCCESS! 


» Sydney 
‘Up FOR THE Cl 


a 


ple TO-DAY & TO-MORROW 


ST AR at 2,30, 6.20, 7.20 & 9.20 


THE M-G-M LAUGH HIT 


“Love in . the Rough” 


wil 
DOROTHY 


JORDAN 


ROBERT : 


MONTGOMER 


: At 2,80, 5.20, 7.20 
& 9.20 p.m. 


~~ 


"Matchless _ Beatty ! 
Thrilling Drama! 
and 


Feast for Eyes! 


MAN HING 
TAILOR. 


‘ PERFECT FIT. CUARANTEED 7 
-No,—9 D'Aguilar Street. ea Te). 20780. 


HONGKONG 


OS 


OPEN 


Se aah. OPEN. 
DAILY | 2 DOORS. FROM WHITEAWAYS, | DAILY. 


